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THE  FOREWORD 


"Time  is  a  sort  of  river  of  passing  events,  and  strong  is  its  current;  no  sooner  is  a  thing  brought  to  sight  than  it  is 
swept  by  and  another  takes  its  place,  and  this  too  will  be  swept  away.  " 

It  is  with  joyous  spirit  that  we,  the  annual  staff,  have  prepared  this  nineteen  hundred  and  sixty-six  edition  of  the 
Yan-Tat.  It  is  our  hope  that  the  many  memorable  events  of  our  past  school  year  will  be  eternally  preserved  in  the 
pages  of  this  book,  so  that  neither  time  nor  trials  may  rob  you  of  your  remembrances. 
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Mr.  J.  D.  Foster 


As  we  near  the  end  of  our  high  school  days,  we  look  back  to  see  that  many 
have  played  a  part  in  our  development.  One  we  remember  especially  for  his 
friendly  smile  and  warm  sense  of  humor.  His  genuine  interest  and  willingness 
to  listen  to  our  problems  have  been  a  source  of  encouragement  and  comfort.  For 
this  reason,  we,  the  SENIOR  CLASS  OF  1966,  proudly  dedicate  our  annual  to 
Mr.  J.  D.  Foster. 
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Annual  Staff 


Seated,  left  to  right:  Nancy  Fowlkes,  Feature  Editor; 
Mary  Grace  Anderson,  Assistant  Editor;  Ricky  Briggs, 
Editor-in-Chief;  Deborah  Hooper,  Assistant  Editor;  N.S. 
Upchurch,  Adviser;  Standing:  Edith  Kirby,  Ad  Solicitor; 


Billie  Sykes,  Art  Editor;  Wayne  Owen,  Publicity  Editor; 
Alice  Dix,  Secretary;  Bryant  Hinson,  Sports  Editor;  Don 
Webster,  Junior  Editor;  Kay  Feffress,  Junior  Editor; 
Bonnie  Smith,  Treasurer;  Daphne  Lunsford,  Sports  Editor. 


Assistant  Editor 

Mary  Grace  Anderson 
Assistant  Editor 
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encourage, 


to 


Principal  Office  Secretary 

A.B.,  Mars  Hill  College 
M.A.,  U.N.C. 


MR.  CARLTON  ASHLEY 
Drivers  Education 
Instructor 


MR.  SAMUEL  K. 
BARBER 

A.  B.  ,  Elon  College 


Hi 


MRS.  HURLEY  BARKER 
A.  B.  ,  Meredith  College 


MRS.  WINNIFRED 
BISHOP 

B.  A.  ,  Wake  Forest 


MRS.  IRMGARD 
BLOOMER 
B.  S. ,  Paedagogic 
Institute,  Munich, 
Germany 


A 


MRS.  JANET  DANIEL 
A.  B. ,  W.C.  of  U.N.C. 


MRS.  HILDA  B.  FISH 
B.  S.,  East  Carolina  Col 


MR.  NORMAN 
HAITHCOCK 
B.  S.  ,  Elon  College 


MR.  GEORGE  N. 
HELTON 

A.  B. ,  Guilford  College 


MRS.  BERNICE 
HODGES 

B.  S„ ,  East  Carolina  Col. 


MR.  WILLIAM  D. 

HOVATTER 
A.  B.  ,  Elon  College 


MR.  BILLY  R.  LOFLIN 
B.  A.  ,  Elon  College 


MRS.  GEORGIA  NIVEN 
A.  B.  ,  Greensboro 
College,  B.S.  &  L.  S.  , 
U.N.C. 


MR.  B.  J.  PAGE 
B.S.  ,  W.  Car.  G  M.  E. 

U.N.C. 


MRS.  BLANCHE  PAGE 
B.S.S.  A.  , 

W.  C.  of  U.N.  C. 


MR.  LINDSEY  PAGE 
A.  B.  ,  Elon  College 


MRS.  NELL  PAGE 
A.  B.  ,  Greensboro 
College 
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MRS.  RUTH  PAGE 
Appalachian  State 
Teachers  College 


MR.  SIDNEY  PERKINS 
A.B.  ,  Elon  College 
M.A.,  U.N.C. 


MISS  JANICE  POWELL 
A.B.  ,  W.C.  of  U.N.C. 
U.  of  Salamania,  Spain 


MRS.  MARION  POWELL 
B.  S.  ,  Greensboro 
College 


MISS  GLINDA  PRIDGEN 
A.B.  ,  Elon  College 


MR.  RALPH  SADLER 
B.  S. ,  N.  C.  State 


MRS.  LUCY  SHORT 
A.  B.  ,  East  Carolina 
College 


MR.  PAUL  SHREWS¬ 
BURY 

B.  S.  ,  Concord  College, 
W.  Va. 


MRS.  E.  G.  STRADER 
B.A.  ,  Appalachian 
State  Teachers  College 


MR.  N.  S.  UPCHURCH  MR.  RALPH  WARD 
B.S.,  Wake  Forest  Col.  B.S.,  N.  C.  State 

M.  S. ,  Purdue 


MR.  E.  L.  POT  EAT 


8 


MR.  M.  WATLINGTON 
Vocational  Exploration 
Instructor 


Seniors 


Class  Officers 


Wayne  Owen. 
Tony  Poteat.  . 
Renee  Miles. 
Jo  Pointer.  .  .  . 


. President 

Vice-President 
....  Secretary 
. Treasurer 
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Senior 


GARY  KENT  ALDRIDGE 
JAMES  HARRIS  ALDRIDGE,  JR. 


MARY  GRACE  ANDERSON 
DIXIE  LEE  ATWATER 
LILLIE  JEAN  BAISE 


1966 


s. 


emors 


EMILY  DIANE  BARKER 
LYNDA  IRENE  BARKER 
THOMAS  ARTHUR  BELTON 


THURMAN  HALEY  BOONE 
ANDREW  HOWARD  BOSWELL 
JUDITH  ANNE  BOSWELL 
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Class 


BOBBIE  LEE  BRADSHAW 
ANNE  CARTER  BRANDON 


WILLIE  VANCE  BREWER,  JR. 
RICKY  MICHAEL  BRIGGS 
IONA  JEAN  BRINKLEY 


J3arlett  IJancey 


reminisce. 


LINDA  JOYCE  BROOKS 
CECIL  McNEIL  BUTLER 
WILLIAM  HENRY  CARROLL,  JR. 


WAYNE  EUGENE  CARTER 
EDITH  GAIL  CARVER 
PEGGY  JEAN  CHANDLER 
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Senior 


JAMES  ALVIS  CHEEK 
BARRY  THOMAS  CLAYTON 


DOUGLAS  WAYNE  CLAYTON 
SALLIE  ANNE  CLAYTON 
JANET  FAYE  COBB 


the  beauty,  of 


JO  ANN  COBB 

JAMES  DARRELL  COLEMAN 
LINDA  GAYE  COOK 


JO  ANN  CRUMPTON 
LARP.Y  JAMES  CRUMPTON 
IRVIN  MILIAM  DAMERON 
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Class 


ALICE  MARIE  DIX 
BETTY  JEAN  DODSON 


PATRICIA  MAE  DORSETT 
JANICE  SUE  DRAKE 
BARBARA  JEAN  DURHAM 


DEWEY  BERNARD  DURHAM,  JR. 
SANDRA  MARIE  ENGLISH 
LINDA  ANN  EPPERSON 


ROBERT  RAY  EVERETT 
BARRY  ELLIS  FARMER 
RYLAND  LEE  FARMER 
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Senior 


NANCY  STUART  FOWLKES 
BETTY  GREY  FRENCH 


BRENDA  KAY  FUQUA 
ALICE  MARIE  FUQUAY 
DORA  AGNES  FUQUAY 


taking  the  S.-A.O.  .  .  . 


DOROTHY  ELAINE  FUQUAY 
JAMES  SCOTT  FUQUAY 
LARRY  GENE  GRAHAM 


LAURENE  ESTELLA  GRAVES 
RAY  LEWIS  GREEN 
NANCY  CARROLL  GREGORY 
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Class 


PAULETTE  CODARE  GREGORY 
LINDA  CAROL  GRIFFIN 


JAMES  RUDY  GUSLER 
SAMUEL  FREEMAN  GWYNN 
REBA  LEE  HARDIN 


Lattiin 


9  tri9 


MICHAEL  LEE  HATCHER 
MARY  KATHERINE  HENDERSON 
PATRICIA  ANN  HICKS 


SHIRLEY  KAY  HIGHTOWER 
TAMPA  BRYANT  HINSON 
LINDA  KAY  HODGES 
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Senior 


WILLIAM  ALVIS  HODGES 
DEBORAH  HOOPER 


LENORA  AVALENE  HUGHES 
JAMES  MONROE  HUTCHINS 
FRANCES  DEAN  IRBY 


worKin 


L, 


9 


on 


tin 


ann 
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CHARLES  ODELL  JENKINS,  JR. 
JANIE  FRANCES  JOHNSON 
BOBBY  RAY  JOINES 


VERNA  GAYE  JOINES 
MELVIN  ARTHUR  JONES 
DIANE  KETCHUM 
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Class 


LINDA  FAYE  KING 
EDITH  INEZ  KIRBY 


HAZEL  LEE  LAWS 
BRENDA  LEWIS 
VICKIE  JAN  LILES 


^unior-St 


enior  prom 


DAVID  ELREE  LOFT  IS 
NANCY  ANN  LUNXFORD 
PHOEBE  DAPHNE  LUNSFORD 


GAIL  DEAN  MANNING 
JUDY  ANN  MARSHAL 
RITA  VIRGINIA  McCURRY 
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Senior 


JUDY  LYNN  McDOWELL 
JEARLENE  ENOCH  McKINNEY 


WANDA  RENEE  MILES 
LURETTE  MAE  MILLER 
JOYCE  DEAN  MILLNER 


:apA,  you/ns,  diplomas 


JERRY  WAYNE  MIMS 
EDDIE  NAROEL  MITCHELL 
BRENDA  FAYE  MOORE 


ROBERT  PITTMAN  MOORE 
MARY  JANE  MOOREFIELD 
LOIS  LEE  NELSON 
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Class 


VIRGINIA  LOUNELL  OAKLEY 
WAYNE  LEONARD  OWEN 
JOHNNIE  EVAN  PAGE 


an 


d  ftinaiiy.  graduation 


MARGARET  JEANETTE  PAGE 
MARGARET  PENNY  PAGE 
ROGER  DALE  PAGE 


ROBERT  OYLEN  PARROTT,  JR. 
SHARON  DEWITT  PHELPS 
BARBARA  CHANDLER  POINTER 
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Senior 


MARY  JO  POINTER 
BARRY  DAVID  POTEAT 


JAMES  TONY  POTEAT 
JERRY  LEE  POTEAT 
JERRY  MITCHELL  POWELL 


cramming 


exami  .  .  . 


GLORIA  DIANNA  PRUITT 
MARY  MARIE  PRUITT 
SHIRLEY  ANN  PRUITT 


JO  ANN  RICE 
PEGGY  JOYCE  RICE 
ANNIE  RUTH  ROBERTS 
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Class 


WENDY  GAIL  SAUNDERS 
JOSEPH  NEAL  SCRUGGS,  JR. 


stu  du in  a  lit* 


tying,  liter  arty  g 


emuiei 


BRENDA  LOUISE  SLADE 
LOUEEN  CAROL  SLAUGHTER 
BONNIE  GAIL  SMITH 


JEFFERSON  LEE  SMITH 
THOMAS  DWIGHT  SMITH 
WALTER  HAROLD  SMITH 
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Senior 


DONALD  LEE  SOMERS 
BETTY  JEAN  STANFIELD 


MARY  WILLIE  STANFIELD 
EARL  KEITH  STOGNER 
BILLIE  ILEAN  SYKES 


Scare 


It  in  <£ 


or  our 


next  destination. 


LEONARD  TATUM,  JR. 
RANDOLPH  DAVID  THOMAS,  JR. 
JERRY  THOMPSON 


PATSY  ANN  TURNER 
DEBORAH  UNDERWOOD 
RICHARD  DENNIS  UNDERWOOD 
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Class 


EDWARD  FRANKLIN  VERNON 
CAROL  KING  WATKINS 


BILLY  RONALD  WHITLOW 
MABEL  CATHERINE  WILLIAMS 
BRENDA  JO  WILLIAMSON 


JAMES  GEORGE  WILLIAMSON 
ALICE  GOSNEY  WILLIS 


LINDA  MARIE  WILSON 
JERRY  ARNOLD  YEATTS 


Not  pictured 
CARL  TURNER 
AGEE 

ERNEST  CECIL 
WEBSTER 
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Best  All  Around 


Betty  Jean  Dodson 
Frank  Vernon 


Outstanding  Seniors 


Most  Likely  To  Succeed 

Renee  Miles 
Ricky  Briggs 
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Most  Intellectual 

Billie  Sykes 
David  Loftis 


Most 

Dependable 

Alice  Dix 
Wayne  Owen 
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Most  Athletic 

Daphne  Lunsford 
Eddie  Mitchell 


Most  Popular 

Lounell  Oakley 
Alvis  Hodges 


Most  School  Spirited 

Anne  Brandon 
Tommy  Belton 
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Wittiest 


Mary  Katherine  Henderson 
Barry  Poteat 


Neatest 


Loueen  Slaughter 
Joe  Scruggs 


Friendliest 

Brenda  Williamson 
Jerry  Yeatts 


27 


CARL  TURNER  AGEE 

"Anything  worth  doing,  is  worth  doing  right." 

F.F.A.  1,2. 

GARY  KENT  ALDRIDGE 

"The  most  precious  thing  a  man  can  spend  is  his  time.  " 
Monogram  Club  2,  3,  4;  J.  V.  Football  1;  Varsity  Foot¬ 
ball  2,3,4;  School  Bus  Monitor  2;  F.T.A,  3. 

JAMES  HARRIS  ALDRIDGE,  JR. 

"Compare  results  with  the  record,  not  with  the 
average. " 

J.V.  Football  1;  J.  V.  Basketball  1;  F.  F.  A.  1,2,  3, 4; 

Bus  Driver  3,  4. 

MARY  GRACE  ANDERSON 
"Everything  happens  for  the  best.  " 

Basketball  2,3;  Cheerleader  1;  Glee  Club  1,  2,  3;F.  H.  A. 
1,2,3,  (Officer  2,3);  Beta  Club  2,3,4;  (Officer  3,4); 
•Office  Assistant  3,4;  Marshal  3;  Annual  Staff  4;  Class 
Officer  1,2,3;  Student  Council  4. 

DIXIE  LEE  ATWATER 

"It  is  well  for  the  heart  to  be  naive  and  for  the  mind  not 
to  be. " 

Pep  Club  1,  2,  3,  4;  Beta  Club  3,  4;  Marshal  3;  Dramatics 
Club  3;  F.T.A.  3,4;  (Officer,  Vice  President  3,  Presi¬ 
dent  4);  Klassroom  Kwiz  4;  School  Representative  to 
Frances  Kahn  Fashion  Council;  Homecoming  Queen  4. 

LILLIE  JEAN  BAISE 

"Do  your  best  and  God  will  do  the  rest. " 

EMILY  DIANE  BARKER 

"The  best  way  to  have  a  friend  is  to  be  one.  " 

F.  H.  A.  4;  Bus  Driver  3,4. 

LYNDA  IRENE  BARKER 

"Optimism  is  the  faith  that  leads  to  achievement. 
Nothing  can  be  done  without  hope.  " 

F.  H.  A.  1,  2,  3,  4;  Queen's  Court  2;  Junior  Degree  2; 
Reporter  3;  Pep  Club  1,2,  3,  4;  Beta  Club  3,4;  F.T.A. 

3;  Journalism  Club  3,4;  Treasure  Chest  Feature  Edi¬ 
tor  4;  Homecoming  Attendant  3,4. 

THOMAS  ARTHUR  BELTON 

"The  man  in  management  is  responsible  for  success  or 
failure. " 

Football  1,  2,  3,  4;  F.  F.  A.  1, 2,  3,  4;  Monogram  Club  1, 

2,  3,  4;  President  Monogram  Club  4;  Captain  of  Football 
Team  3,4;  Superlative:  Most  School  Spirited. 

THURMAN  HALEY  BOONE 

"Never  put  off  until  tomorrow  what  you  can  do  today. " 
F.F.A.  1,2,  3,  4;  Baseball  2. 

ANDREW  HOWARD  BOSWELL 

"Believe  in  God  from  day  to  day  and  life  he  will  show 
you  the  way. " 

Football  1;  Baseball  1;  Bus  Driver  3,4;  F.F.A.  1,2, 3, 4. 

JUDITH  ANN  BOSWELL 

"Nothing  is  impossible  to  a  willing  heart.  " 

F.H.A.  1,2. 

BOBBIE  LEE  BRADSHAW 

"Full  of  laughter,  full  of  pep,  never  still,  that's  her 
rep.  " 

Dramatics  Club  3;  F.T.A.  3,4;  Treasurer  of  F.T.A.  4. 


Senior 

ANNE  CARTER  BRANDON 

"Nothing  great  was  ever  achieved  without  enthusiasm.  " 
F.  H.  A.  1,  2,  3;  Queen's  Court  1,  2;  Junior  Degree  1; 
Chapter  Degree  2;  Pep  Club  1,2,3,4;F,T.A.  3,4; 

W.  A.  A.  2,3,4;  Cheerleader  2,3,4;  Office  Assistant 
3,4;  Superlative:  Most  School  Spirited. 

WILLIE  VANCE  BREWER,  JR. 

"It  is  better  to  be  small  and  shine,  than  to  be  large 
and  cast  a  shadow.  " 

RICKY  MICHAEL  BRIGGS 

"It  matters  not  what  you  are  thought  to  be,  but  what 
you  are.  " 

J.V.  Football  1;  Baseball  1,2;  Class  President  2;  Student 
Council  2;  Jr.  Editor  of  Annual  3;  Editor-in-Chief  4; 
Beta  Club  3,4;  Marshal  3;  Bus  Driver  4;  Pep  Club  3,4; 
Superlative:  Most  Likely  to  Succeed. 

JEAN  IONA  BRINKLEY 

"If  you  can't  say  something  good  about  someone,  don't 
say  anything.  " 

Dramatics  Club  3. 

LINDA  JOYCE  BROOKS 

"Make  a  friend  today  be  happy  tomorrow.  " 

F.H.A.  4. 

WAYNE  EUGENE  CARTER 
"Love  conquers  all. " 

F.F.A.  1,2. 

CECIL  McNEAL  BUTLER 

"All  great  men  are  dying,  and  I  feel  a  little  sick 
myself.  " 

F.  F.  A.  1,  2,  3,  4;  Bus  Driver  3,  4. 

WILLIAM  HENRY  CARROLL,  JR. 

"Your  life  is  what  you  make  it.  " 

F.F.A.  1,2;  Basketball  1,2;  Bus  Driver  3,4. 

EDITH  GAIL  CARVER 

"A  friend  is  never  known  until  a  man  hath  need. " 

Beta  Club  2,  3,4;  Officer  2;  F.H.A.  1,  2,  3;  Officer  3; 

Bus  Driver  3,4;  Basketball  1,2,3;  Office  Assistant  3; 
Assistant  Librarian  4;  Marshal  3;  Annual  Staff  4. 

PEGGY  JEAN  CHANDLER 

"Live  as  though  you'll  die  tomorrow." 

F.H.A.  1,2;  W.  A.  A.  3,  4;  Beta  Club  3,  4;  Cheerleader 
2,  3;  F.T.A.  4. 

JAMES  ALVIS  CHEEK 

"Life  is  too  short  and  precious  to  be  thrown  away,  so 
live  while  you  have  the  chance." 

F.F.A.  1,2,  3,  4;  Pep  Club  1,2,  3,  4;  J.V.  Football  1,2; 
Baseball  2,  3,  4. 

BARRY  THOMAS  CLAYTON 

"If  God  can  be  for  you,  who  can  be  against  you?" 

J.V.  Basketball  1;  F.  F.  A.  1,  2,  3,  4;  Track  2,  3,  4. 

DOUGLAS  WAYNE  CLAYTON 

"Live  today  as  if  you  were  going  to  die  tomorrow. " 
Baseball  1,  2,  3,  4;  Basketball  1,  2;  Football  1,  2;  Bus 
Driver  3,  4. 


at^irector 


SALLY  ANNE  CLAYTON 

"If  God  is  with  me  who  can  be  against  me?" 
F.H.A.  1,2;  4-H  1. 


JANET  FAYE  COBB 

"Deaf  Ted,  Danoota  (and  me)." 

Pep  Club  1;  Beta  Club  3,4;  Homecoming  Court  3; 
Frances  Kahn  Fashion  Council  Representative  4;  Waitress 
at  Junior-Senior  Prom  2;  Marshal  3. 


BARBARA  JEAN  DURHAM 

"That  what  will  come,  and  must  come,  will  come 
well. " 

F.H.A.  1,2;  Glee  Club  3;  Journalism  3;  Treasure  Chest 
Staff  4;  F.T.A.  4. 

DEWEY  BERNARD  DURHAM 
"Friendliness  is  a  good  investment  in  life.  " 

SANDRA  MARIE  ENGLISH 

"Every  man  is  wanted,  and  no  man  is  wanted  much. " 
F.H.A.  1,2;  J.  V.  Basketball  1. 


JO  ANN  COBB 

"Work  as  if  you  would  live  forever;  live  as  if  you  would 
die  tomorrow.  " 

JAMES  DARRELL  COLEMAN 

"Do  unto  others  as  you  would  have  them  do  unto  you.  " 
F.F.A.  1,2, 3, 4. 

LINDA  GAYE  COOK 

"To  everything  there  is  a  season,  and  a  time  to  every 
purpose  under  heaven.  " 

Class  Secretary  3;  Student  Council  3;  F.T.A,  3;  F.H.A. 
1,  2;  Junior  Degree  1;  Queen's  Court  2;  W.  A.  A.  2,3,4; 
Waitress  at  Junior-Senior  Prom  2;  Cheerleader  2,  3,4; 
Co-Captain  4;  Dramatics  Club  4;  Homecoming  Court  4. 

JO  ANN  CRUMPTON 

"When  you  laugh  everybody  laughs  with  you,  but  when 
you  cry,  you  cry  alone." 

F.H.A.  1,  2,  3,  4;  Pep  Club  1,  2;  Librarian  1,  2;  J.  V. 
Basketball  1. 

LARRY  JAMES  CRUMPTON 

"I  don't  know  where  I'm  going,  but  I'm  getting  there 
just  the  same. " 

F.F.A.  1,  2,  3;  Bus  Driver  4. 

IRVIN  MILAIM  DAMERON 

"Do  unto  others  as  you  would  have  them  do  unto  you.  " 
ALICE  MARIE  DIX 

"Wisdom  is  the  principal  thing;  therefore  get  wisdom: 
and  with  all  thy  getting  get  understanding. " 

F.T.A.  3,4;  Beta  Club  3,4;  Marshal  3;  Annual  Staff 
Secretary  4;  Vice-President  of  F.T.A.  4;  Superlative: 
Most  Dependable. 

BETTY  JEAN  DODSON 

"Whatever  is  worth  doing  at  all  is  worth  doing  well. " 
F.H.A.  1,2;  Homecoming  Queen  Attendant  1;  Basket¬ 
ball  1,2;  Journalism  Club  3;  W.A.A.  3;  F.T.A.  4; 
Treasure  Chest  Staff  4;  Superlative:  Best -All-Around. 


LINDA  ANN  EPPERSON 

"The  Lord  is  my  strength  and  my  shield;  my  heart 
trusted  in  him,  and  I  am  helped:  therefore  my  heart 
greatly  rejoiceth;  and  with  my  song  will  praise  him.  " 
Librarian  4. 

ROBERT  RAY  EVERETT 

"Be  not  only  good;  but  be  good  for  something.  " 

F.F.A.  1,  2,  3;  Bus  Driver  3,  4. 

BARRY  ELLIS  FARMER 

"A  true  friend  will  always  be  there  when  all  the  others 
have  left.  " 

F.  F.  A.  1,2;  Bus  Driver  3,  4. 

RYLAND  LEE  FARMER 

"Help  thyself,  and  God  will  help  thee.  " 

J.  V.  Football  1;  Football  3,4;  Track  2,3,4;  Treasure 
Chest  Staff  3;  F.T.A.  3,  4;  Pep  Club  1,  2,  3;  Band  4; 
F.F.A.  1,  2;  Monogram  4;  Journalism  Club  3. 

NANCY  STUART  FOWLKES 
"For  they  can  conquer  who  believe  they  can, " 
Cheerleader  1,  2,  3,  4;  Beta  Club  3,  4;  Annual  Staff  4; 
Secretary  of  Beta  Club  4;  Chief  Marshal  3;  F.H.A.  1,2; 
Officer  1,  2;  Recipient  of  Crisco  Award  2;  F.  T.  A.  4; 
Class  Officer  1,2;  President  1;  Homecoming  Attendant 
2;  Class  Favorite  2;  Klassroom  Kwiz  4. 

BETTY  GREY  FRENCH 

"Better  by  far  you  should  forget  and  smile,  than  to 
remember  and  be  sad.  " 

Basketball  1,2;  W.A.A.  1,2. 

BRENDA  FUQUA Y 

"Look  for  the  good  in  everyone.  " 

F.H.A.  1;  Pep  Club  1,4;  Class  Officer  2. 

ALICE  FUQUA Y 

"No  one  is  everything,  but  everybody  is  something." 


PATRICIA  MAE  DORSETT 

"Think  all  you  speak,  but  speak  not  all  you  think.  " 
F.H.A.  1,2;  Class  Officer  2;  Basketball  2;  Glee  Club  3; 
Journalism  Club  3;  F.T.A.  4;  Treasure  Chest  Staff  4; 

W.A.A.  3. 


DORA  AGNES  FUQUAY 

"Those  who  bring  sunshine  to  the  lives  of  others  cannot 
keep  it  from  themselves.  " 

Basketball  1,  2,  3;  Pep  Club  1;  F.  H.  A.  1,2,  3,  4;  Bus 
Driver  4. 


JANICE  SUE  DRAKE 

"It's  nice  to  be  important,  but  it's  more  important  to  be 
nice.  " 

F.H.A.  1,2,3;  Class  Secretary  2;  Student  Council  1; 
Homecoming  Queen  Attendant  3;  Junior-Senior  Prom 
Co-Chairman  3. 


DOROTHY  ELAINE  FUQUAY 

"It's  better  to  be  small  and  shine  than  large  and  cast 
a  shadow. " 

JAMES  SCOTT  FUQUAY 
"Here  today;  gone  tomorrow. " 
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LARRY  GRAHAM 

"Trust  in  the  Lord  with  all  thine  heart  and  lean  not  unto 
thine  own  understanding." 

F.  F.  A.  1,2;  Bus  Driver  3,4;  Baseball  4. 

LAUREN  GRAVES 

"Anything  worth  doing  is  worth  doing  well. " 

Band  3;  Commercial  Club  2;  Book  Club  2;  Student  Coun¬ 
cil  1;  Torch  Staff  2;  Courtesy  Club  2;  Spanish  Club  1. 


RAY  GREEN 

"I  was  slow,  but  I  made  it.  " 
F.F.A.  1,2, 3, 4. 


NANCY  CAROL  GREGORY 

"Weeping  may  endure  for  a  night,  but  joy  cometh  in  the 
morning. " 

Cheerleader  2;  F.H.  A.  1,2,4;Y.  F.  C.  2;  Journalism 
Club  3. 

PAULETTE  CODARE  GREGORY 

"In  friendship  I  early  was  taught  to  believe." 

F.H.A.  1,  2,  4;  Typist  for  Treasure  Chest  3;  M.  Y.  F.  1, 
2,3. 

LINDA  CAROL  GRIFFIN 

"Life  is  my  college.  May  I  graduate  well  and  earn  some 
honors. " 

Student  Council  4;  F.H.A.  Queen's  Court  2;  Waitress  at 
Jr.  -Sr.  Prom  2;  Library  Assistant  2;  Dramatics  Club  4; 
Journalism  Club  3,4;  Treasure  Chest  Staff  4;  F.H.A.  Jr. 
Degree  1;  F.H.A.  1,2,3;  Beta  Club  Treasurer  4. 

JAMES  RUDY  GUSLER 

"Do  your  best  and  God  will  do  the  rest. " 

J.  V.  Basketball  1;  Pep  Club  1,2,  3,  4;  Journalism  Club 
3,4;  Treasure  Chest  Staff  4;  F.F.A.  1,2. 

SAMUEL  FREEMAN  GWYNN 

"The  road  of  success  is  long  and  rocky. " 

F.F.A.  1,2,  3,4;  Bus  Driver  3,4;  J.  V.  Football  1. 


REBA  LEE  HARDIN 

"Peace  is  the  fairest  form  of  happiness. " 

Library  Assistant  2,  4;  F.  H.  A.  1,2,3;F.T.A.  4. 
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TAMPA  BRYANT  HINSON 

"I  have  my  own  philosophy  of  life;  I  made  it,  I  live  it, 
and  I  change  it  when  I  please." 

Class  Officer:  President  1,3;  Vice-President  2;  Student 
Council  1,  2,  3;  Waiter  at  Jr.  -Sr.  Prom  2;  Annual  Staff 
Sports  Editor  4;  Pep  Club  1,2,  3,  4;  J.  V.  Basketball  1; 

J.  V.  Football  1;  J.  V.  Baseball  1;  Varsity  Baseball  2,  3,  4; 
Varsity  Football  2,  3,  4;  Varsity  Basketball  2,  3,  4;  Co- 
Captain  2,  3,  4;  All-Conference  Football  3;  All  Con¬ 
ference  Basketball  3;  Monogram  Club  2,  3,  4;  Bus  Driver 
Substitute  3,4;  Store  Assistant  4;  Superlative:  Best  Per¬ 
sonality  4;  Dramatics  Club  4;  Rotary  Club  Boy  of  the 
Month  4. 


LINDA  KAY  HODGES 

"I  love  my  friends  as  I  do  my  virtue,  my  soul,  my  God.  " 
F.H.A.  1,2,  3,  4;  Officer  2;  Basketball  1,2;  Class  Offi¬ 
cer  1,  2. 

WILLIAM  ALVIS  HODGES 

"I'll  be  with  you  in  the  squeezing  of  a  lemon." 

Varsity  Baseball  1,  2,  3,  4;  Varsity  Basketball  1,2,  3,  4; 
Co-Captain  4;  Varsity  Football  2,4;  Substitute  Bus 
Driver  2,  3;  Student  Council  3,  4;  Student  Council  Offi¬ 
cer:  Vice-President  4;  Class  Officer:  Vice-President  3; 
Monogram  Club  3,4;  Dairy  Judging  Team  2;  F.F.A.  1,2. 

DEBORAH  HOOPER 

"The  only  way  to  have  a  friend  is  to  be  one. " 

Junior  Editor  of  Annual  3;  Co-Editor  of  Annual  4;F_H..A. 
1;  Pep  Club  1,  2. 

LENORA  AVALENE  HUGHES 

"For  wisdom  is  better  than  rubies;  and  all  the  things  that 
may  be  desired  are  not  to  be  compared  to  it.  " 

F.H.A.  1,2;  Beta  Club  3,4. 

JAMES  MONROE  HUTCHINS 

"Never  do  today  what  you  can  put  off  until  tomorrow. " 
F.F.A.  1,2,  3,  4. 

FRANCES  DEAN  IRBY 

"Don't  blame  others  for  something  you  do  yourself. " 
Class  Officer  3;  F.  H.  A.  1 ;  Cheerleader  1,2,3;  Glee 
Club  1,2,3. 


MICHAEL  LEE  HATCHER 

"Do  your  best  and  God  will  do  the  rest.  " 

MARY  KATHERINE  HENDERSON 

"Full  of  chatter,  full  of  pep,  seldom  quiet,  that's  my 

rep. " 

F.H.A.  2,3,4;  Recreation  Leader  of  F.H.A.  4;  Treasure 
Chest  Staff  3,4;  Editor  of  Treasure  Chest  4;  Office  Assis¬ 
tant  3;  Senior  Superlative:  Wittiest  4;  Speech  Club  4. 

PATRICIA  ANN  HICKS 

"Of  all  the  pleasure,  large  or  small,  a  day  off  from 
school  is  best  of  all.  " 

4-H  1;  Substitute  Bus  Driver  4. 


CHARLES  ODELL  JENKINS,  JR. 

"Wisdom  is  knowing  what  to  do  next;  skill  is  knowing 
how  to  do  it;  and  virtue  is  doing  it. " 

Varsity  Baseball  1,2,4;  Varsity  Football  1,2,4;  F.F.A. 
1,2;  Tool  Judging  Team  1;  Track  Team  3;  School  Bus 
Driver  3;  Dramatics  Club  4;  Monogram  Club  3,4;  Beta 
Club  3,4;  Pep  Club  3,4. 

JANIE  FRANCES  JOHNSON 

"To  love  and  to  be  loved  is  the  greatest  thing  you  can 
ever  have  in  life." 

F.H.A.  1,  3;  Danville  Fair  Fashion  Show  2;  Waitress  at 
F.F.A.  Banquet  3;  Dramatics  Club  3;  4-H  1,3. 

BOBBY  RAY  JOINES 

"Those  who  grumble  about  the  way  the  ball  bounces  are' 
usually  the  ones  who  dropped  it.  " 

Football  1,2,4;  F.F.A.  1,2,  3,  4. 


SHIRLEY  KAY  HIGHTOWER 

"Say  what  you  think,  but  think  before  you  say  it.  " 
Marshal  3;  Cheerleader  1,  2,  3;  F.  H.  A.  1,  2,  3. 
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VERNA  GAYE  JOINES 

"Were  we  to  take  as  much  pains  to  be  what  we  ought, 
as  we  do  to  disguise  what  we  are,  we  might  appear  like 
ourselves  without  being  at  the  trouble  of  any  disguise  at 
all.  " 

F.T.A.  2,  4;  F.  H.  A.  2;  Glee  Club  2;  Journalism  Club  3. 
DIANE  KETCHUM 

"The  greatest  happiness  in  the  world  is  the  conviction 
that  we  are  loved.  " 

F.H.A.  1,  2,  3;  Basketball  1,  2;  W.  A.  A.  2;  Bus  Driver 
3,  4;  Library  Assistant  3;  Class  Officer:  Secretary  2. 

LINDA  FAY  KING 

"It  is  easier  for  a  camel  to  go  through  the  eye  of  a 
needle,  than  for  a  rich  man  to  enter  into  the  kingdom 
of  God. " 

F.H.A.  1;  Library  Assistant  3. 

EDITH  INEZ  KIRBY 

"If  you  can't  convince  them,  confuse  them." 

F.H.A.  1,  2;  Vice-President  2;  Marshal  3;  Basketball  3; 
Annual  Staff  4;  Glee  Club  2,  3. 

HAZEL  LEE  LAWS 

"In  your  life  you  meet  many  different  types  of  people. 
Some  are  friendly  and  some  are  not.  To  have  a  friend 
you  must  be  one.  " 

F.H.A.  1,2;  Library  Assistant  1,2. 

BRENDA  LEWIS 

"A  big  heart  wishing  to  do  right  and  trying  to  be  a  friend 
to  all.  " 

F.H.A.  1,2,  3,  4;  Queen's  Court  2;  Jr.  Degree  1;  Chap¬ 
ter  Degree  2;  J.  V.  Basketball  1;  Varsity  Basketball  1,  2; 
Pep  Club  1. 

VICKIE  JAN  LILES 

"Our  hearts,  affections,  hopes,  and  fears  for  life-to-be 
shall  ever  crave.  " 

F.H.A.  1,2,  3;  Jr.  Degree  1;  F.H.A.  Queen's  Court  2; 

F.  T.  A.  3,  4;  Secretary  4;  Treasure  Chest  Staff:  Chief 
Typist  4;  Journalism  Club  3,4. 


DAVID  ELREE  LOFT  IS 

"All  that  I  have  seen  teaches  me  to  trust  the  Creator  for 
all  I  have  not  seen.  " 

F.  F.  A.  l,2;’Tool  Judging  Team  1;  Cattle  Judging  Team 
2;  Voted  Who's  Who  in  Freshman  Class;  Student  Council 
3;  Treasurer  3;  Beta  Club  3,4;  President  4;  Track  Team 
3,  4;  Marshal  3;  Dramatics  Club  4;  Student  of  the  Month 
4;  Klassroom  Kwiz  4;  Superlative:  Most  Intellectual;  Pep 
Club  3,4. 

NANCY  ANN  LUNSFORD 

"Sometimes  I  sit  and  think,  but  most  of  the  time  I  just 
sit. " 

Class  Officer  1;  Marshal  3;  F.H.A.  1,2,3;  Glee  Club  1, 
2,  3. 


PHOEBE  DAPHNE  LUNSFORD 

"You  have  to  stay  awake  to  make  your  dreams  come 
true. " 

F.H.A.  1,2;  Jr.  Degree  1;  Chapter  Degree  2;  Waitress 
at  Jr. -Sr.  Prom  2;  Pep  Club  1,  2,  3, 4;  F.  T.  A.  3,4; 
W.A.A.  2,  3,4;  President  4;  Homecoming  Attendant  4; 
F.H.A.  Family  Night  2;  Office  Assistant  4;  Varsity  Bas¬ 
ketball  2,  3,  4;  Annual  Staff  Sports  Editor  4;  All  Confer¬ 
ence  3;  J.  V.  Basketball  1;  Superlative:  Most  Athletic  4. 

GAIL  DEAN  MANNING 

"I  can  do  all  things  through  Christ  which  strengthens 
me. " 

4-H  1,2;  Office  Assistant  4;  F.H.A.  1,2,4;  Dramatics 
Club  4. 

JUDY  ANN  MARSHALL 

"The  only  way  to  have  a  friend  is  to  be  one.  " 

F.H.A.  1,  2;  Basketball  2. 

RITA  VIRGINIA  McCURRY 
"Friendliness  is  a  good  investment  in  life." 

JUDY  LYNN  McDOWELL 

"Wisdom  is  knowing  what  to  do  next;  skill  is  knowing 
how  to  do  it;  virtue  is  doing  it.  " 

F.H.A.  1,2;  Bus  Driver  4;  Cheerleader  2;  Dramatics  4. 
JEARLENE  ENOCH  McKINNEY 

"What  you  get  out  of  life  is  determined  by  what  you  put 
in  it. " 

F.H.A.  1,2,4;  Basketball  1. 

WANDA  RENEE  MILES 

"If  I  do  not  believe  as  you  believe,  it  proves  that  you  do 
not  believe  as  I  believe,  and  this  is  all  it  proves. " 

Pep  Club  1,2,3;  F.H.A.  1;  Treasurer  of  Junior  Class; 
Secretary  of  Senior  Class;  Superlative:  Most  Likely  to 
Succeed  4;  Journalism  Club  3,4. 

LURETTA  MAE  MILLER 

"Nothing  is  impossible  to  a  willing  heart." 

F.H.A.  1,2;  Y.F.C.  2,3,4. 

JOYCE  DEAN  MILLNER 

"It  matters  not  what  you  are  thought  to  be,  but  what  you 
are. " 

F.H.A.  1;  Substitute  Bus  Driver  3,4;  J.  V.  Basketball  1. 
JERRY  WAYNE  MIMS 

"Eat,  drink,  and  be  merry,  for  tomorrow  you  may  be 
married. " 

F.  F.A.  1,  2,  3,  4;  Bus"  Driver  3,  4. 

EDDIE  NAROEL  MITCHELL 

"Never  trouble  trouble,  'til  trouble  troubles  you.  " 
Monogram  Club  1,  2,  3,  4;  Football  1,  2,  3, 4;  F.  F.  A.  1,2. 

BRENDA  FAYE  MOORE 

"Behind  every  cloud  is  a  silver  lining.  " 

Treasure  Chest  Club  4. 

ROBERT  PITTMAN  MOORE 

"Bom  but  once,  lived  but  once,  died  but  once;  a  life 
worth  living  is  not  regretted. " 

J.  V.  Football  1;  Varsity  Football  2,  3,4;  Track  Team 
2,  3;  Monogram  Club  4;  Treasure  Chest  Staff  4;  Journa¬ 
lism  Club  4;  Pep  Club  2. 
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MARY  JANE  MOOREFIELD 

"Indeed,  a  friend  is  never  known  until  a  man  hath 
need. " 

Waitress  at  Jr.  -Sr.  Prom  2;  Gossip  Editor  of  the  Treasure 
Chest;  Bus  Driver  4. 

LOIS  LEA  NELSON 

"Nothing  is  impossible  to  a  willing  heart. " 
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MARY  JO  POINTER 

"The  best  way  to  have  a  friend  is  to  be  one.  " 

Queen's  Court  3,4;  F.  H.  A.  1,2,  3,  4;  Officer,  Treasurer, 
President;  Pep  Club  1,2,  3;  Class  Officer,  Treasurer  4. 


JAMES  BILLY  OAKES 

"Never  put  off  'til  tomorrow  what  you  should  have  done 
yesterday. " 

F.  F.  A.  1,2,  3,  4. 

JANICE  MARIE  OAKES 

"A  wise  man  knows  how  drunk  he  is.  " 

Journalism  Club  3,4. 

LOUNELL  OAKLEY 

"To  have  a  friend  is  to  be  one." 

Class  Officer  3;  F.  H.  A.  1,2,3;  Cheerleader  2,3;  Glee 
Club  1,  2,  3;  Class  Superlative:  Most  Popular  4. 

WAYNE  LEONARD  OWEN 

"If  you  go  with  truth  and  a  friendly  heart,  you  will  find 
friends  waiting  there." 

J.  V.  Basketball  2;  Secretary  of  Class  2;  Beta  Club  3,4; 
Annual  Staff  4;  Member  of  Student  Council  4;  President 
of  Senior  Class  4;  Dramatics  Club  4;  Pep  Club  2,  3,  4; 
Rotary  Student  of  the  Month  4;  Baseball  4;  Waiter  at 
Jr.  -Sr.  2;  Superlative:  Most  Dependable. 

JOHNNY  EVAN  PAGE 

"Your  will  to  do  something  determines  what  you  will 
receive  from  it. " 

F.  F.  A.  1,2,4. 

MARGARET  JEANETTE  PAGE 

"Take  it  easy,  have  your  fun,  let  the  old  world  flicker 
on.  " 

PENNY  MARGARET  PAGE 

"My  method  is  to  take  the  utmost  trouble  to  find  the 
right  thing  to  say,  and  then  to  say  it  with  the  utmost 
levity.  " 

F.  H.A.  1,2;  Librarian  3. 

ROGER  DALE  PAGE 

"The  road  to  success  begins  very  narrow.  " 

F.  F.  A.  1,2,4. 

ROBERT  OYLEN  PARROTT,  JR. 

"Be  what  your  friends  think  your  are,  and  not  what  your 
enemies  say  you  are.  " 

Bus  Driver  3,4. 

SHARON  DEWITT  PHELPS 

"No  one  knows  what  he  can  do  until  he  tries.  " 

Class  Officer,  Secretary  3;  F.  H.A.  1,  2,  3;  Cheerleader 
2,3,4;  Glee  Club  1,2,3. 

BARBARA  CHANDLER  POINTER 

"New  friends  are  silver,  but  old  friends  are  gold." 

F.  H.A.  1,2,3;  Model  in  Fashion  Show;  Junior  Degree  1; 
Chapter  Degree  2;  Queen's  Court  1,2;  Beta  Club  3,4; 
Publicity  Chairman  4;  Marshal  3;  Pep  Club  2,  3,4;F.T.A. 
3,4;  Student  Council  3. 


BARRY  DAVID  POTEAT 

"He  labors  vainly,  who  endeavors  to  please  every 
person. " 

Vice-President  of  Class  1;  F.  F.  A.  1,2;  Monogram  Club 
3,  4;  Dramatics  Club  4;  Football  1,  2,  3,  4;  Track  3; 
Superlative:  Wittiest,  4. 

JAMES  TONY  POTEAT 

"In  the  mountains  of  truth,  you  cannot  climb  in  vain. " 
Football  1,  2,  3, 4;  Baseball  1,2,  3,  4;  Basketball  2,  3; 
F.F.A.  1,2;  President  of  Class  2;  Vice-President  4; 
Vice-President  of  Monogram  Club  3,4;  Class  Favorite  2. 

JERRY  LEE  POTEAT 

"Enjoy  yourself,  it's  later  than  you  think.  " 

J.V.  Football  1;  J.  V.  Baseball  1. 

JERRY  MITCHELL  POWELL 

"Always  be  thankful  for  what  you  have.  " 

F.F.A.  1,  2,  3,  4;  F.  F.  A.  Officer  4;  Bus  Driver  3,  4; 
Baseball  2. 

GLORIA  DIANE  PRUITT 

"Whatever  is  worth  doing  at  all,  is  worth  doing  well.  " 

F.  H.  A.  1,2;  4-H  1,2;  President  of  4-H  Club  (District) 
1,2;  Basketball  1;  Glee  Club  3;  Bus  Driver  3,  4. 

MARY  MARIE  PRUITT 

"To  be  trusted  is  a  greater  compliment  than  to  be 
loved. " 

F.H.A.  1,2. 

SHIRLEY  ANN  PRUITT 

"Together  we  stand,  divided  we  fall.  " 

F.H.A.  1,2,3;  Glee  Club  1,2,3. 

JO  ANN  RICE 

"Live  every  day  as  if  there  was  no  tomorrow.  " 

F.H.A.  1,  2,  3;  Basketball  1,  2. 

PEGGY  JOYCE  RICE 

"Blessed  are  the  young,  for  they  shall  inherit  the  national 
debt.  " 

F.H.A.  1,2,4;  4-H  1. 

ANNIE  RUTH  ROBERTS 

"No  greater  love  hath  any  man  than  to  lay  down  his  life 
for  a  friend.  " 

Office  Assistant  4;  Treasure  Chest  Staff  4. 

WENDY  GAIL  SAUNDERS 

"Too  many  tears  have  been  shed  by  a  girl  in  love,  but 
nothing  is  impossible  to  a  willing  heart. " 

JOSEPH  NEAL  SCRUGGS,  JR. 

"Life  by  the  yard  is  hard,  but  it's  a  cinch  by  the  inch. " 
F.F.A.  1;  Football  1;  Baseball  1;  J.V.  Basketball  1; 
F.F.A.  2;  Football  2. 

LUCILLE  ELIZABETH  SHUMAKER 

"Try  each  and  every  day  to  live  for  Christ. " 

Librarian  1. 
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GILBERT  MICKLE  SIMMONS 

"Life  can  be  as  good  as  you  want  to  make  it. " 


TIMOTHY  SIMPSON 

"Though  it  was  really  one  laugh  with  a  tear  in  the 
middle,  I  counted  it  as  two.  " 

F.  F.  A.  1,  2;  Track  3,  4. 


BRENDA  LOUISE  SLADE 

"A  friend  is  a  person  with  whom  I  may  be  sincere.  Before 
him,  I  may  think  aloud. 11 
J.  V.  Basketball  1;  Librarian  2. 


LOUEEN  CAROLE  SLAUGHTER 

"Let  every  dawn  of  morning  be  to  you  as  the  beginning 
of  life. " 

J.  V.  Basketball  1 ;  F.  H.  A.  1,  2,  3,  4;  Junior  Degree  1; 
Parliamentarian  2;  Secretary  3;  Vice-President  4; 
Queen's  Court  2;  Pep  Club  1,2;  F.  T.  A.  3;  Beta  Club 
3,4;  Homecoming  Attendant  3,4;  Superlative:  Neatest. 


BONNIE  GAIL  SMITH 

"Nature  forms  us  for  ourselves,  not  for  others;  to  be,  not 
to  seem.  " 

Class  Secretary  1;  Student  Council  1,  3;  F.  H.  A.  1,2; 
Queen's  Court  2;  Junior  Degree  2;  Cheerleader  2,  3,  4; 
Captain  4;  W.  A.  A.  2,3,4;  F.T.  A.  3;  Dramatics  Club 
Secretary  3;  Beta  Club  3,4;  Homecoming  Queen  3; 

F.  F.  A.  Queen  3;  Annual  Staff  Treasurer  4. 

THOMAS  DWIGHT  SMITH 

"We  easily  believe  that  which  we  wish. " 

F.  F.A.  1,  2,  4;  Bus  Driver  3. 

WALTER  HAROLD  SMITH 

"First  duty,  then  cast  your  fate  to  the  wind. " 


PATSY  ANN  TURNER 
"Live  and  let  live." 

Journalism  Club  2,3. 

DEBORAH  UNDERWOOD 

"God  is  in  heaven  and  all  is  well  on  earth. " 

Student  Council  1;  Pep  Club  2;  Library  Assistatn  2,  3. 

RICHARD  DENNIS  UNDERWOOD 

"A  man's  reputation  is  made  by  what  he  stands  for.  His 
character,  by  what  he  falls  for." 

Bus  Driver  2,3;  N.  R.A.  3,  Executive  Officer. 

EDWARD  FRANKLIN  VERNON 

"No  one  knows  what  he  can  do  until  he  tries. " 

Student  Council  President  4;  F.  F.A.  1,2,  3,4;  J.  V. 
Football  1;  Football  2,  3,4;  Beta  Club  3,4;  Monogram 
Club  3;  Bus  Driver  3,  4;  Superlative:  Best  All  Around; 

F.  F.  A.  President  4. 

CAROL  KING  WATKINS 

"If  something  is  worth  doing  at  all,  it  is  certainly  worth 
doing  well.  " 

Pep  Club  1,2,  3,  4;  Beta  Club  3,4;  Treasure  Chest  Staff, 
Reporter  3;  F.T. A.  3,4;  Dramatics  Club  3;  Governor's 
School  3;  Caswell  County  Nominee  for  Reynolds  Schol¬ 
arship. 

ERNEST  CECIL  WEBSTER 

"Try  to  make  the  most  out  of  life. " 

F.  F.A.  1,2,  3,  4. 

BILLY  RONALD  WHITLOW 
"Life  is  what  you  make  it." 

F.  F.A.  1,  2,  3,  4;  Monogram  Club  3,  4;  Football  1,  2; 
Tool  Judging  1;  Star  Greenhand  2;  Track  2;  Chaplain  3; 
Reporter  4. 

MABEL  CATHERINE  WILLIAMS 
"Do  the  best  .you  can.  " 

Library  Club  3. 


DONALD  LEE  SOMERS 
"Life  is  what  you  make  it.  " 

F.F.A.  1,2, 3, 4. 

BETTY  JEAN  STANFIELD 
"Rock  on  swingers,  rock  on!" 

Pep  Club  2;  Library  Assistant  3,  4. 

MARY  WILLIE  STANFIELD 

"Memory  is  the  diary  that  we  all  carry  with  us. " 
Cheerleader  1,  2,  3;  F.  H.  A.  1,  2,  3,  4;  Class  Treasurer  2. 

BILLIE  I  LEAN  SYKES 

"Reputation  is  what  men  and  women  think  of  us.  Char¬ 
acter  is  what  God  and  angels  know  of  us. " 

F.  H.  A.  1,2;  Dramatics  Club  4;  Beta  Club  3,4;  Student 
Council  3,4,  Secretary  4,  Publicity  Chairman  3;  Mar¬ 
shal  3;  Annual  Staff  Art  Editor  4;  Superlative:  Most 
Intellectual. 


BRENDA  JO  WILLIAMSON 

"Friendliness  is  a  good  investment  in  life." 

Girl's  J.  V.  Basketball  1;  Pep  Club  2,4;  Bus  Driver  3,4; 
Superlative:  Friendliest. 

JAMES  GEORGE  WILLIAMSON 
"Speech  is  silver  and  silence  is  gold. " 

F.F.A.  1,  2,  3,  4;  Tool  Judging  1. 

ALICE  FAY  GOSNEY  WILLIS 

"For  by  grace  are  ye  saved  through  faith;  and  not  of 
works,  lest  any  man  should  boast.  " 

J.  V.  Basketball  1;  F.H.  A.  2,3;  Office  Assistant  2;  Beta 
Club  3,4;  Treasure  Chest  Staff  4. 

LINDA  MARIE  WILSON 

"All  things  work  to  the  qood  for  those  that  love  the 
Lord. " 

F.H.  A.  1,  2;  4-H  1. 


LEONARD  TATUM,  JR. 

"With  God,  all  things  can  be  accomplished.  " 
Track  and  Field;  F.F.A.  ;  Bus  Driver. 

JERRY  THOMPSON 

"To  have  a  friend,  you  must  be  a  friend." 
Basketball  2,  3;  F.F.A.  1,2,  3,  4. 


JERRY  ARNOLD  YEATTS 

"A  big  heart,  wishing  to  do  right,  and  trying  to  be  a 
friend  to  all.  " 

F.  F.  A.  1,2;  Monogram  Club  2,  3,  4;  Baseball  1,  2,  3,  4; 
Pep  Club  2;  Homecoming  Escort  4;  J.  V.  Football  1;  Tool 
Identification  1;  Livestock  Judging  Team  at  Raleigh  2; 
Superlative:  Friendliest. 
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Class  Colors:  Carolina  Blue  and  White 


Class  Flower:  White  Orchid 


Mascots 


Bruce  Vernon  Charlotte  Miles 
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35 


Juniors 


KAY  ALDRIDGE 


JANET  ARNOLD 


MARTHA  LEE 
ARNOLD 


3 


union 


prepare 


KATHY  BARTS 


CURTIS  ANN  BASS 


JERRY  BLALOCK 


SUSAN  BLEDSOE 


BARRY  BOYD 
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Juniors 


LAVERN  CAMPBELL 


BONELL  COBB 


JOE  COBB 


f^or  til  eir  S. 


enior 


ear 


PEGGY  COBB 


RAYMOND  COBB  JEANETTE  COLEMAN 


PEGGY  COLEY 


JANIE  COOPER 


TOMMY  COOPER 

KATIE  SUE 

TOMMY  DALTON 

GAIL  DIX 

CRUMPTON 

WAYNE  DODSON 
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JANICE  FERRELL  GERALD  FITCH 


SALLY  GIBSON 


BASIL  GOOCH 


JUDY  GREGORY 
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Juniors 


ELSIE  HAMLETT 


JUDY  HAMLETT 


RONNIE  HAMLETT 


•  .  .  the  achievement  teiti  .  .  . 


PHILIP  HARRIS 


CAROLYN  HARRIS  LINDA  HARRIS 


OTHA  LEE  HICKS 


BURLEY  HIGHTOWER 


BILLY  HODGES  DEVONAH  HOOPER  DON  HYLER  KAY  JEFFRESS  PAUL  JOHNSTON 
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Juniors 


40 


Juniors 


BONNIE  MURPHY  ELAINE  MYERS 


LEONARD 

McFARLING 


*ixtu  -S< 


even 


lear 


Look  .  .  . 


CAROLYN 

PLEASANTS 


DOTTIE  POTEAT 


DALLAS  POWELL 


VICKIE  PERKINS 


PATRICIA  PINNIX 
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EARNEST  PRUITT 


Juniors 


ROGER  PRICE 


L 


omncf  up 


f^or  tin 


JANNIE  PRUITT 


DONNA  RAINEY 


JUDY  REYNOLDS 
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Juniors 


SCARLETT  SLAYTON  BARRY  SMITH 


NAOMI  SMITH 


^clioiaitic  -Platitude  ^Jeit 


JIMMIE  SOMERS 


JUNIOR  SPENCER 


DONNIE  SPENCER 


RHONDA 

STAINBACK 


LINDA  STEELE 
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Juniors 


BENNY  TRAVIS 


LYNN  TURNER 


EDWARD  VERNON 


SIDNEY  VERNON  SANDRA  WALKER  TERRY  WALKER  CLEM  WARREN 


prepara  tion  s 


JUANITA  WARREN 


DON  WEBSTER 
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Juniors 


WINNIE  WHITE  STANLEY  WHITLOW  JOYCE  WILES 


JIMMY  WILEY 


BILLY  WILKINS 


LIB  WILLIAMSON 


JOHNNY 

WILLIAMSON 


LINDA  WILLIS 


RONNIE  WILLIS 


C.  H.  WILSON 


PEARL  WILSON 


CARLTON  WORLEY 


TERRI  WINSTEAD 
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CAROL  WRIGHT 


Not  pictured 
LONNIE  AGEE 
ALDEAN  CLARK 
JIMMY  NORTON 
RACHEL  ROSS 
DOROTHY  WARD 
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47 


Judy  Adams  Aaron  Adkins  Jimmy  Adkins 


Kennie  Aldridge  Polly  Aldridge  Tom  Allen  Brenda  Anderson 


Mark  Atwater  Betty  Lou  Belton  Butch  Blackard 


Faye  Blaylock  Herrel  Bowes 


Lonnie  Bowes 


Richard  Brackin 
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Ted  Bradner  Keith  Brewer  Mike  Briggs 


Jimmy  Brooks 


Faye  Bryant  Donna  Butler 


Hal  Byrd 


Dianne  Campbell  Sammy  Campbell  Ray  Carroll 


Joey  Chandler 


Delores  Cobb 


Ronald  Cox 


John  Crews 
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Betty  Crumpton 


Doris  Crumpton 


Patricia  Dabbs 


Linda  Dillion 


Thomas  Dix 


Johnny  Doolin 


Mary  Dodson 


Jo  Ann  Dunkley  Ray  Durham 


Larry  Durham 


Marilyn  Foster 


Joan  Emerson  Wayne  Epperson  Marilyn  Fitch 
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James  Ganey 


Mary  Mack  Gosney 


Roger  Graham 


Roxie  Green 
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Sylvia  Hamlett 


Jimmie  Lee 
Harrelson 


Roger  Henderson 


Mary  Louise 
Hightower 


Rachel  Hobbs 


Danny  Holland 


Zannie  Huffines,Jr. 


Sherrie  Hughes 


Elizabeth  Hurdle 


Peggy  Irby 


Doris  Jones 


Sandra  Ketchum 


Fred  Kimbro 


Ruby  Lewis 
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Hope  Loftis 


Dennis  Lunsford 


Dixie  Lunsford 


Ricky  Matkins  Phyllis  Meller  Susan  Millner 


Dame  Mims 


Yancey  Moorefield 


Betty  Gay  Murphy 


Philip  Myers 
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Deloris  Paschal  Michael  Phillips  Betty  Lou  Pleasant 


Dan  Pleasant  Julin  Pleasants  Kathryn  Plumb  Clyde  Poindexter 


Luna  Pointer  Len  Poteat  Linda  Potter 


Frances  Powell 


Emily  Pruitt 


Clara  Purnell 


Sybil  Purnell 
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David  Scruggs 


Bryant  Shelton 


Novel  Shuford 


Wayne  Pyrant 


Keith  Reese 


Janice  Roberts 


Tommy  Robertson 


Anita  Rudd 


Herbert  Rudd 


Emily  Scott 


Jane  Smith 


Osmond  Smith 


Wayne  Slaughter 


Harold  Smith 
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Brent  Solomon 


Carol  Somers 


Mary  Anne  Stamps 


Patricia  Stanfield 


Mary  Tate 


Janet  Tatum 


James  Taylor 


Phyllis  Terry 


Edmund  Thomas  Barbara  Thompson 


Jerry  Truner  Tommy  Underwood  Marcia  Vernon  Fay  Walker 
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Garland  Walker  Kay  Walker  Kay  Walker 


Nellie  Ward 


Sandy  Warren 


Steve  Watkins 


Ellington 

Watlington 


Earl  Watlington 


David  Watson  Linda  Weadon 


David  Wells 


Marvin  Wilkerson 


Linda  Williams 


Judy  Willis 
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Jackie  Yeatts 


Not  pictured 
Ricky  Clayton 
Louise  Daniel 
Roy  Gauldin 
Jearlene  Hall 
James  Hamlett 
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59 


Candyce  Aldridge  Merry  Aldridge  Wallace  Aldridge 


Billy  Aldridge 


Mike  Allen 


Danny  Anderson  Lee  Atkins 


Benny  Atwater 


Delbert  Bailey 


Marvin  Bailey 


Douglas  Barker 


Wells  Barker 


Debbie  Boswell 


Karen  Bowes 
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Brenda  Brinkley 


Jackie  Burton 


Betty  Butts 


Linda  Butts 


Donald  Byrd 


Rebecca  Byrd 


Bobby  Carroll 


Jackie  Carter 


Joan  Carter 


dih 


}.  B.  Cassada 


Patricia  Cassada 


Cebern  Cassady  Jack  Cassidy 


Gloria  Chandler  Delmas  Chandler 


Tom  Chandler 
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Larry  Clark 


Sammy  Cobb 


Jane  Coleman 


Mae  Collie 


Dwight  Cook 


Jewel  Cook 


Jane  Daniel 


Michael  Davis 


Tackie  Davis 


Carolyn  Dodson 
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Shae  Dodson  Dolores  Duncan  Barbara  Durham 


James  East 


Vickie  Emerson 


Wanda  England 


Butch  English 


Dwight  Epperson  Ken  Farmer 


Reese  Fitzgerald 


Johnny  Fowlkes  Maxine  Gammon  Brenda  Garrison 


Elizabeth  Anne 
Fowlkes 


Johnny  Garrison 


Vickie  Gentry 


Brady  Gibson 
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Danny  Goodson 


Henry  Gregory 


Joanne  Gregory 


Waldo  Gregory  Mamie  Griggs  Dean  Gusler  Clyde  Gwynn 


Cathy  Hall  Gordon  Hall  Tommy  Hall 


Lois  Hamlett  Bob  Hamlett  Joseph  Hammock  Geraldine  Hardy 


Bonnie  Harrelson  Carolyn  Hatcher  Brenda  Herndon 


Linda  Hicks 


Anthony  Hodges 


Pam  Hodges 


Wayne  Hodges 


Lonnie  Hutchins 


Danny  Ingram  Betty  Jeffress 


Gloria  Jones 


Gaynell  Jones 


Paul  Jones  Michael  Jones 


Robert  Jones 


Jimmy  Kimbro 


Keith  Kimbro 
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James  Loftis 


Karen  Loftis 


Vicky  Loftis 


Anita  Long 
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David  Malone  Wayne  Manning  Ricky  Markham 


Leroy  Miller 


Dorothy  Minton 


Kaye  Moore 


amr?' 


Deborah  Moorefield 


Earl  McCann 


Ronnie  McCann 


Warren  McCollum 


Sandy  McDowell  Alvis  McFarling  Donnie  McKinney 
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Barbara  Pierce 


Julian  Poteat 


Phillip  Price 


Walter  Neal 


Danny  Nicks 


Frances  Oakes 


Donnie  Oakley  Floyd  Oakley 


Gordon  Oldham 


Dale  Page 


Patsy  Page 


Dave  Parker 


Gordon  Phelps 


Joyce  Phelps 


Roger  Pickeral 


4% 


John  McKinney  Robert  McKinney 
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Joyce  Pruitt 


Patricia  Pruitt 


Patsy  Pruitt 


Ronnie  Reese 


Marie  Rimmer 


Betsy  Jo  Ross 


James  Ross 


Suzanne  Ross 


Vickie  Rudd 


Patricia  Simpson 


Lea  Smith 
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Ida  Mae  Smith  Jimmy  Smith  Kitty  Solomon 


Steve  Solomon  Nancy  Somers  Jimmy  Spicer  Connie  Steele 


Richard  Storts  Robert  Stump  Dee  Sykes 


Lee  Sykes 


Phillip  Talbott 


Bill  Talley 


Janice  Taylor 


Linda  Taylor 


Patricia  Taylor 


Rex  Terrell 
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Steve  Terry 


Bernita  Thomas 


Vickie  Thruman 


Camden  Toler 


Kay  Toler 


Charles  Turner 


Patricia  Underwood 


James  Vaughn  Deborah  Vernon 


Robert  Vernon 


Janet  Wagner 


Carline  Warren 


Janice  Watlington 


Joan  Webb 


Brenda  Whitlow 


Linda  Wilkerson 


James  Wilkinson 
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Cynthia  Williamson 


Darrell  Williamson 


Bernice  Willis 


Nettie  Willis 


Ginger  Wilson 


Jerry  Wilson 


Linda  Wilson 


Sandra  Wilson 


Wayne  Wilson 


Dale  Woodson 


Annie  Sue  Woody 


David  Worley 


James  Wrenn 


Patricia  Wright 


Becky  Young 


Brenda  Wiles 


Not  pictured 
Wilma  Cambell 
Michael  Crowder 
Barbara  Daniel 
Janice  Fain 
Linda  Hancock 
Diann  Kirby 
Adrain  Rainey 
Barbara  Smith 
Carol  Stewart 
Patricia  Seabolt 
Harold  Smith 
Mary  Talbott 
Brenda  Stevens 
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HHRHraE  Activities 
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Officer 3 


Frank  Vernon,  President;  Alvis  Hodges,  Vice-President;  Billie  Sykes, 
Secretary;  Sandy  Warren,  Treasurer. 


Student  (Council 


74 


till 

?  v-  ga . 


Left  to  right:  Keith  Brewer,  Dan  Pleasant, 
Ginger  Wilson,  Tony  Poteat,  Billie  Sykes, 


Stanley  Whitlow,  Billy  Hodges,  Wells  Barker,  Brenda  Mise,  Sandy  Warren, 
Wayne  Owen,  Frank  Verson,  Alvis  Hodges. 


The  Student  Council  is  set  up  to  help  both  the  faculty 
and  the  students  in  their  relationship  with  one  another.  It  is 
sometimes  called  the  "right  arm"  of  the  student  body.  Serv¬ 
ing  as  the  voice  of  the  students,  it  also  supports  and  strength¬ 
ens  other  school  organizations. 

The  Student  Council  consists  of  members  chosen  from 
each  homeroom.  These  students  are  chosen  for  their  leader¬ 
ship  and  co-operation. 

The  goal  of  the  Student  Council  is  to  help  improve  our 
school,  and  help  other  students  to  accept  the  responsibilities 
that  are  rightfully  theirs. 
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David  Loftis 
President 


Mary  Grace  Anderson 
Vice-President 


The  Beta  Club  is  a  national  organization  for  boys 
and  girls.  Membership  is  based  on  good  mentality  and 
character,  creditable  achievement  and  commendable 
attitude.  The  scholastic  average  varies  according  to 
the  local  club.  The  scholastic  average  at  Yanceville 
is  ninety-two. 

The  Beta  Club  is  a  leadership  and  service  organiza¬ 
tion.  Our  motto  being:  "LET  US  LEAD  BY  SERVING 
OTHERS.  " 


Seated  left  to  right:  B.  R.  Loflin,  advisor,  Mary  Grace  Anderson,  Linda  Griffin,  David  Loftis,  Nancy  Fowlkes, 
Janice  Powell,  advisor.  Standing,  first  row:  Danny  Newcomb,  Billie  Sykes,  Carol  Watkins,  Gail  Dix,  Peggy 
Chandler,  Naomi  Smith,  Alice  Willis,  Shirley  Lassiter,  Barbara  Pointer,  Bonnie  Smith,  Loueen  Slaughter,  Dixie 
Atwater,  Chuck  Jenkins,  Ricky  Briggs.  Second  row:  Jimmy  Wiley,  Don  Webster,  Judy  Stokes,  Stanley  Whitlow, 
Kay  Jeffress,  Wayne  Owen,  Edith  Carver,  Vickie  Liles,  Lynda  Barker,  Alice  Dix,  Dottie  Poteat,  Lynn  Turner, 
Lenora  Hughes,  Janet  Cobb,  Barry  Boyd. 
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3.V.JI. 


Vickie  Liles 
Secretary 


Bobbie  Bradshaw 
Treasurer 


Dixie  Atwater  Alice  Dix 

President  Vice-President 


The  Barlett  Yancey  High  Chapter  of  the  Future  Tea¬ 
chers  of  America  is  a  relatively  new  organization  in  our 
school.  It  is  composed  of  boys  and  girls  who  would  like 
to  center  their  careers  around  the  teaching  profession. 
The  members  of  the  club  get  experience  by  observing  a 
teacher  and  her  students  while  having  class.  They  leam 
how  the  teacher  carries  out  the  lesson  and  the  reactions 
of  the  students.  The  experiences  are  very  helpful  to  a 
Future  Teacher. 


Seated  left  to  right:  Bobbie  Bradshaw,  Vickie  Liles,  Dixie  Atwater,  Alice  Dix.  Standing,  first  row:  Bonnie  Murphey, 
Nancy  Fowlkes,  Daphne  Lunsford,  Barbara  Pointer,  Judy  Reynolds,  Cynthia  Pearson,  Carol  Watkins,  Nellie  Strader, 
adviser,  Jean  Durham,  Martha  Lee  Arnold,  Judy  McDowell,  Shirley  Lassiter.  Second  row:  Lee  Farmer,  Lynn  Turner, 
Shirley  Lucas,  Verna  Joines,  Jane  Lyday,  Anne  Brandon,  Betty  Jean  Dodson,  Sidney  Vernon,  Pat  Dorsett,  Judy 
Stokes. 
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D.J4.JI. 


The  Future  Homemakers  of  America  is  a  national 
organization  of  students  studying  homemaking  in  high 
schools.  The  F.H.  A.  strives  to  promote  a  growing  ap¬ 
preciation  of  the  joys  and  satisfactions  of  homemaking. 

The  purpose  of  the  F.H.  A.  is  to  emphasize  the  im¬ 
portance  of  worthy  home  membership,  to  encourage 
democracy  in  home  and  community  life,  and  to  work 
for  good  home  and  family  life  for  all. 


Jo  Pointer,  President;  Loueen  Slaughter,  Vice- 
President;  Emily  Scott,  Secretary;  Mary  Katherine 
Henderson,  Song  Leader;  Betty  Lou  Pleasant,  Par¬ 
liamentarian;  Jane  Lyday,  Historian;  Marilyn  Fos¬ 
ter,  Treasurer. 
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3.3.JI. 


Frank  Vernon,  President;  Ronnie  Willis,  Vice- 
President;  Ronnie  Whitlow,  Reporter;  Scott  Fuqua, 
Secretary;  Bobby  Joines,  Sentinel;  Paul  Richmond, 
Treasurer;  Jerry  Powell,  Chaplain. 


The  Future  Farmers  of  America  of  F.  F.A.  as  it  is 
commonly  called  is  a  national  organization  for  urban 
and  farm  boys  from  14  to  21  years  of  age.  It  was  or¬ 
ganized  in  1928  by  some  devoted  agriculture  teachers 
who  felt  that  farm  boys  needed  more  than  just  learning 
how  to  farm.  Since  then  it  has  become  one  of  the 
greatest  organizations  for  boys  in  the  world.  It  not  only 
has  an  active  membership  in  the  U.  S.  ,  but  in  Puerto 
Rico  also. 

The  primary  aim  of  the  F.  F.A.  is  to  develop  ag¬ 
gressive,  competent  leadership.  No  time  in  our  nation's 
history  has  the  need  been  so  great. 

The  F.  F.  A.  is  a  natural  and  practical  program 
which  believes  in  having  by  doing.  It  helps  to  explore 
careers  directly  related  to  agriculture  and  to  recognize 
a  need  for  continuing  education. 
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Kay  Jeffress 
Secretary-Treasurer 


First  row:  Sandra  Ketchum,  Daphne  Lunsford,  Faye  Weadon,  Faye  Walker,  Kay  Walker,  Terri  Winstead,  Linda 
Cook.  Second  row:  Nancy  Fowlkes,  Marilyn  Fitch,  Anne  Brandon,  Frances  Powell,  Linda  Guthrie,  Bonnie  Smith. 
Third  row:  Kay  Jeffress,  Marilyn  Foster,  Jane  Lyday,  Mary  Ann  Stamps,  Dottie  Poteat,  DeWitt  Phelps,  Mrs. 
Powell,  sponsor. 
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First  row:  Dan  Pleasant,  Barry  Poteat,  Tommy  Belton,  Eddie  Mitchell,  Tony  Poteat,  Mark  Atwater.  Second  row: 
Bryant  Hinson,  Alvis  Hodges,  Bob  Moore,  Jerry  Yeatts,  Wayne  Slaughter,  Frank  Vernon,  Ronnie  Whitlow,  Chuck 
Jenkins.  Third  row:  Paul  Johnston,  Sammy  Campbell,  Doc  Fitch,  Kent  Aldridge,  Otha  Lee  Hicks.  Fourth  row: 
Mr.  Lindsey  Page,  Mr.  George  Helton,  Mr.  Buck  Page. 
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Seated:  Linda  Griffin,  Literary  Editor;  Brenda  Mise,  Reporter;  Patsy  Turner,  Reporter;  Janice  Oakes,  Typist;  Lynn 
Turner,  Art  Editor;  Annie  Roberts,  Chief  Typist;  Mary  Katherine  Henderson,  Editor;  Mary  Jane  Moorefield,  Gossip 
Editor;  Terri  Winstead,  Distribution;  Renee  Miles,  "Dear  Claude  &  Claudia";  Lynda  Barker,  Feature  Editor;  Luna 
Pointer,  Humor  Editor;  Bonnie  Murphey,  Reporter.  Standing:  Mrs.  Nell  Page,  Advisor;  Ester  Oakes,  Reporter; 
Janice  Roberts,  Reporter;  Gale  Page,  Reporter;  Carol  Sommers,  Reporter;  Barbara  Page,  Reporter;  Donna  Butler, 
Reporter;  Rudy  Gusler,  Sports  Editor;  Bob  Moore,  Current  Events  Editor;  Merry  Mac  Gosney,  Reporter;  Claudia 
Vernon,  Reporter;  Sherrie  Hughes,  Reporter;  Mrs.  Hilda  Fish,  Advisor.  Absent:  Alice  Willis,  Clubs  Editor;  Betty 
Jean  Dodson,  Advertising;  Vickie  Liles,  Chief  Typist. 


Mary  Katherine  Henderson 
Editor 
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reaSure 


(Sliest 


A  high  school  paper  has  a  high  educational  value  to  student  workers 
and  a  special  value  and  acceptability  to  student  readers. 

The  purpose  of  a  school  paper  is  to  publish  the  news  and  events  of 
student  and  school  life.  It  may  also  be  a  springboard  for  those  students 
who  will  pursue  careers  in  journalism  or  allied  fields,  where  it  helps  to 
know  how  to  write  clearly  and  concisely. 

The  school  newspaper  reflects  the  kind  of  school  it  represents.  So, 
it  is  very  important  that  it  be  at  its  best. 
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Mr.  Plumblee,  Mary  Grace  Anderson,  Carol  Wright,  Daphne  Lunsford,  Annie  Ruth  Roberts,  Anne  Brandon,  Mrs. 
Lassiter,  Gail  Manning. 
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Siiitanti 


SOMETHING  ? 


SEARCHING 


Seated:  Reba  Hardin,  Terri  Winstead,  Martha  Arnold.  Standing:  Dewey  Durham,  Judy  Stokes,  Edith  Carver,  Betty 
Stanfield,  Paul  Johnston,  Curtis  Ann  Bass,  Judy  Gregory,  Alvis  Hodges,  Jo  Ann  Crumton,  Mrs.  Niven,  librarian. 


^^aistanti 
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Kneeling:  Larry  Crumpton,  Jerry  Mims,  Wayne  Clayton,  Buddy  Aldridge,  George  Williamson,  Wayne  Dodson,  Jerry 
Powell,  Barry  Farmer,  Neal  Brooks,  Frank  Vernon,  Johnny  Williamson.  First  row:  Ricky  Briggs,  Lynn  Turner,  Becky 
Neal,  Diane  Ketchum,  Gloria  Pruitt,  Judy  McDowell,  Dora  Fuqua,  Shirley  Hightower,  Brenda  Brafford,  Faye  Wea- 
don,  Diane  Barker,  Brenda  Williamson,  Brenda  Mise,  Mary  Jane  Moorefield,  Donna  Rainey,  Sue  Teague,  James 
Ganey.  Second  row:  Leonard  Tatum,  Kenith  Aldridge,  Jerry  Blalock,  Edith  Carver,  Dennis  Underwood,  Edward 
Vernon,  Doc  Fitch,  Dallas  Powell,  James  Hutchins,  Freeman  Gwynn,  Billy  Carroll. 
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Features 
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Miss  Dixie  Atwater 
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Miss  Linda  Cook 


jj, 


omecominp 
.Att  endcints 


Miss  Loueen  Slaughter 
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Miss  Jo  Pointer 


Miss  Lynda  Barker 


J4, 


omecomin 


Jltt  endants 


88 


Left  to  right:  Lynda  Barker,  Jo 
Pointer,  Bonnie  Smith,  Dixie 
Atwater,  Loueen  Slaughter, 
Linda  Cook,  Daphne  Lunsford. 
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Nancy  Fowlkes 


Mary  Grace  Anderson 


Barbara  Pointer 


Ricky  Briggs 


David  Loftis 
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Nancy  Lunsford 


Shirley  Hightower 


Janet  Cobb 


91 


92 


93 


Special 


Jl 
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MISS  CASWELL  COUNTY 
Renee  Miles 


GOVERNOR'S  SCHOOL 
Carol  Watkins 


CATTLE  JUDGING  TEAM 

Paul  Richmond,  Ronnie  Willis,  Paul  Johnston,  Buddy  Aldridge 


KLASSROOM  KWIZ 

David  Loftis,  Dixie  Atwater,  Nancy  Fowlkes 


FARM  ELECTRICIAN 
Frank  Vernon 
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Dlie  <Bu 


ccaneers 


B.  Y.  H.  S. 
B.  Y.  H.S. 
B.  Y.H.  S. 
B.Y.  H.S. 
B.  Y.H.  S. 
B.  Y.H.  S. 
B.Y.  H.S. 
B.Y.  H.S. 
B.  Y.  H.S. 
B.Y.  H.S. 

B.Y.  H.S. 


7 . Bethal  Hill  0 

6 . Madison-Mayodan  26 

14 . South  Stokes  13 

0 . Gibsonville  19 

6  . Guilford  34 

7  . Graham  26 

18  . Helena  25 

26 .  Stoneville  6 

0 . Eastern  Alamance  34 

26 . Helena  25 

State  Playoff 

19  . Red  Springs  26 


First  row,  left  to  right:  Tommy  Dalton,  Sammy  Campbell,  Tony  Poteat,  Eddie  Mitchell,  Tommy  Belton,  Barry 
Poteat,  Wayne  Slaughter,  Frank  Vernon.  Second  row:  Joe  Cobb,  Mark  Atwater,  Keith  Brewer,  Dan  Pleasant,  Randy 
Thomas,  Randy  Webb,  Bobby  Joines,  Bob  Moore.  Third  row:  Lee  Farmer,  Jimmy  England,  Alvis  Hodges,  Kent 
Aldridge,  Paul  Johnston,  Bryant  Hinson,  Chuck  Jenkins,  Ted  Bradner.  Fourth  row:  Coach  George  Helton  and  Coach 
Lindsey  Page. 
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Alvis  Hodges 
End 


Bryant  Hinson 
Tackle 


Tommy  Belton 
Center 


Chuck  Jenkins 
Halfback 


Eddie  Mitchell 
Fullback 


Tommy  Belton 
Co-Captain 


''  ' 


Kent  Aldridge 
Guard 


Randy  Thomas 
Guard 


Sammy  Campbell 
Guard 
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Tackle  Tackle 


Tony  Poteat 
Halfback 


Wayne  Slaughter 
Quarterback 


Eddie  Mitchell 
Co-Captain 


Dan  Pleasant 
Halfback 


Frank  Vernon 
Guard 


Mark  Atwater 
Linebacker 


Randy  Webb 
Halfback 
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First  row,  left  to  right:  Barry  Poteat,  Randy  Thomas,  Chuck  Jenkins,  Bob  Moore,  Frank  Vernon.  Second  row:  Tony 
Poteat,  Eddie  Mitchell,  Lee  Farmer,  Bryant  Hinson,  Alvis  Hodges,  Bobby  Joines,  Kent  Aldridge,  Tommy  Belton. 


Left  to  right:  Eddie  Mitchell,  BEST  ALL-AROUND  SENIOR;  Frank  Vernon,  BEST  SPORTSMANSHIP;  Tommy  Belton, 
BEST  DEFENSIVE  PLAYER;  Bryant  Hinson,  BEST  OFFENSIVE  PLAYER. 
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First  row,  left  to  right:  Lee  Sykes,  Delmas  Chandler,  Jackie  Burton,  Wells  Barker,  Dee  Sykes,  Warren  McCollum, 
Coach  "Buck"  Page.  Second  row:  George  Daniel,  Darrell  Williamson,  Ricky  Markham,  Earl  McCann,  Jimmy 
Wilkinson,  Ted  Cope,  Douglas  Smith,  Danny  Nicks.  Third  row:  Wayne  Manning,  Anthony  Hodges,  Johnny  Fowlkes, 
Jimmy  Kimbro,  Butch  English,  Benny  Atwater,  Mike  Allen.  Fourth  row:  David  Brandon,  Waldo  Gregory,  Jerry 
Cooper,  Tom  Chandler,  Rex  Terrell. 


^ r .  Idariit y.  C^lieerfeaderS 


Left  to  right:  Karen  Loftis,  Sandy  McDowell,  Delores  Duncan,  Janice  Watlington,  Elizabeth  Ann  Fowlkes. 
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Bonnie  Smith,  Captain 


OS 

c 

c 

A 


Linda  Cook,  Co-Captain 


taMY  CHliiRILEAGgR 


Left  to  right.  Faye  Walker,  DeWitt  Phelps,  Sandra  Ketchum,  Linda  Cook,  Bonnie  Smith,  Anne  Brandon,  Frances 
Powell,  Nancy  Fowlkes,  Kaye  Walker. 
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Anne  Brandon 


DeWitt  Phelps 


Of  all  the  schools  in  old  Caswell, 

She  is  the  very  best. 

We'll  sing  out  the  glory, 

And  we'll  tell  out  the  story, 

Of  the  school  we  love  the  best. 

Then  hail  all  hail  to  Bartlett  Yancey, 
Our  Alma  Mater  true, 

And  we'll  ever  stand, 

Every  heart  and  hand, 

For  the  honor  of  Yanceyville  High ! 


Faye  Walker 


Kaye  Walker 


Sandra  Ketchum 


Frances  Powell 
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December  3 
December  10 
December  14 
December  17 
January  7 
January  14 
January  18, 
January  21. 
January  28. 
February  1. 
February  8, 
February  10, 
February  18, 
February  22, 


Winstead,  Janice  Roberts,  1 
Second  row:  Dottie  Poteat, 
Jewel  Cook,  Daphne  Lunsfoi 
Stamps,  Kay  Jeffress.  Third 
ress,  Lee  Smith,  Shae  Dodsc 
Bonnie  Harrelson,  Coach  Bui 
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. Helena,  home 

. Helena,  away 

Eastern  Alamance,  away 

. Wentworth,  away 

. Southern,  away 

. Bethel  Hill,  away 

. Graham,  away 

. Western,  away 

. . Eastern,  away 

. Wentworth,  away 

. Southern,  away 

. Bethel  Hill,  away 

. Graham,  away 

. Western,  away 


Fitch,  Faye  Weadon,  Terri 
a  Weadon,  Linda  Guthrie. 

^  Lyday,  Caroline  Warren, 
Marilyn  Foster,  Mary  Ann 
s:  Vickie  Loftis,  Betty  Jeff- 
Pat  Wright,  Beverly  Briggs, 
’age. 
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Alvis  Hodges 


Paul  Johnston 


Bryant  Hinson 


December 

3 

December 

10 

December 

14 

December 

17 

December 

?1 

January 

4 

January 

7 

January 

11, 

January 

14 

January 

17, 

January 

21 

January 

25, 

January 

28, 

February 

1, 

February 

4 

February 

8, 

February 

11 

February 

15, 

February 

18, 

February 

22, 

February 

25 

First  row,  left  to  right:  Barry  Boyd,  Otha  Hicks,  Hal  Byrd, 
Roy  Lee  Gauldon,  Osmond  Smith,  Phillip  Myers,  Garland 
Walker,  Randy  Webb.  Second  row:  Coach  Lindsey  Page, 
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. Helena,  home 

. Helena,  away 

.  Eastern  Alamance,  away 

. Wentworth,  away 

. Open 

.  Madison-Mayodan,  home 
Southern  Alamance,  away 

. Morehead,  home 

. Mt.  Airy,  away 

. Graham,  away 

.Western  Alamance,  home 

. Reidsville,  away 

.  Eastern  Alamance,  home 

. Wentworth,  home 

Madison-Mayodan,  away 
Southern  Alamance,  home 

. Morehead,  away 

. Mt.  Airy,  home 

. Graham,  home 

.Western  Alamance,  away 
........  Reidsville,  home 


Keith  Stogner 


Roy  Lee  Gauldin 


Paul  Johnston,  Alvis  Hodges,  Bryant  Hinson,  Keith  Stog¬ 
ner,  Jimmy  England,  Sandy  Warren,  Tommy  Cooper, 
Manager. 


107 


& 


uccaneer 


BaUjt 


B.  Y.  H.  S. 

13.... 

0 

B.Y.H.  S. 

8.... 

0 

B.Y.H.S. 

4.... 

0 

B.Y.  H.  S. 

7. .  .. 

2 

B.Y.H.S. 

1. . . . 

. Bethel  Hill 

2 

B.Y.  H.S. 

12.... 

4 

B.Y.H.S. 

8. . . . 

1 

B.Y.H.S. 

6.... 

1 

B.Y.H.S. 

15.... 

1 

B.Y.H.S. 

5.... 

2 

B.Y.  H.S. 

4. . . . 

1 

B.Y.H.S. 

9.... 

3 

B.Y.H.S. 

1. . . . 

3 

B.Y.H.S. 

9. . . . 

0 

B.Y.H.S. 

13.... 

. Bethel  Hill 

State  Playoffs 

9 

B.Y.  H.S. 

15.... 

1 

B.Y.H.S. 

4. . . . 

4 

B.Y.H.S. 

1.... 

5 

First  row,  left  to  right:  Bryant  Hinson,  John  Wesley  Willis,  Jimmy  Neighbors,  Vernon  Williamson,  Ray  Davis,  Bobby 
Brewer,  Ed  Page,  Alvis  Hodges.  Second  row:  Tommy  Dalton,  Keith  Brewer,  Sammy  Campbell,  Osmond  Smith, 
"Doc"  Fitch,  Keith  Stogner,  Jerry  Yeatts,  Randy  Webb.  Third  row:  Wayne  Slaughter,  Dan  Pleasant,  Dallas  Powell, 
Mark  Atwater,  Tony  Fuquay,  Ronald  Aldridge,  Tom  Chandler.  Fourth  row:  Coach  Buck  Page,  Garland  Walker, 
Mickey  Yeatts,  Tom  Allen,  Coach  Lindsey  Page. 
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1965 


Keith  Stogner 


Sandy  Warren 


Jerry  Yeatts 


Tommy  Dalton 


Roy  Lee  Gauldin 


"Doc"  Fitch 
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First  row,  left  to  right:  Tim  Simpson,  Aaron  Atkins,  Ted  Bradner.  Second  row:  Bob  Moore,  Len  Poteat,  Barry  Poteat, 
Jimmy  Harrelson,  David  Loftis. 


David  Loftis 


Bob  Moore 


no 


Jimmy  Harrelson 


Len  Poteat 


Ted  Bradner 


Tim  Simpson 


Barry  Poteat 


Aaron  Atkins 
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We  cannot  think  of  them  as  dead  who  walk  with  us  no  more 
Along  the  path  of  life  we  tread;  they  have  but  gone  before. 

The  Father's  house  is  mansioned  fair  beyond  our  vision  dim; 
All  souls  are  His,  and  here  or  there  are  living  unto  Him. 

And  still  their  silent  ministries  within  our  hearts  have  place, 

As  when  on  earth  they  walked  with  us  and  met  us  face  to  face. 

Ours  are  they  by  an  ownership  nor  time  nor  death  can  free; 

For  God  hath  given  to  love  to  keep  its  own  eternally. 

Frederick  L.  Hosmer 


We  the  Senior  Class  of 
1966 

proudly  leave  our  yearbook 
In  Memory  of 
C>ur  Classmate 
and  Friend, 

Larry  Lee  Hamlett 
April  2,  1948— January  2,  1965 
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THANKS  TO  OUR 
ADVERTISERS  .  .  . 


WITHOUT  WHOSE 
HELP  THIS  ANNUAL 
COULD  NOT  HAVE 
BEEN  POSSIBLE. 
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MewOf- 


CASWELL  MOTOR  COMPANY,  INC. 


Ford  and  Mercury 


Yanceyville,  North  Carolina 
Telephone  OW  4-2331 


COLE  CHEVROLET  COMPANY 

Chevrolet  -  Oldsmobile 
Clyde  C.  Cole,  Manager 


Yanceyville,  North  Carolina 
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CASWELL  FUNERAL  HOME 


24  Hour  Oxygen  Equipped 
Ambulance  Service 
OW  4-4101  or  OW  4-41 1 1 
Funeral  Expense  Insurance 

E.  W.  Smith,  Owner 
OW  4-4777  Residence 
"Service  with  Reverence  &  Dignity" 
Now  Air-Conditioned 


Compliments  of 

CASWELL  HARDWARE 
AND  IMPLEMENT  CO. 


Yanceyville,  North  Carolina 
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Compliments  of 


THE  NORTHWESTERN  BANK 

The  North  Western  Bank 
in  lieu  of 

The  Bank  of  Yanceyvi  I  le ,  North  Carolina 


THOMAS  OIL  COMPANY 

Distributors  of  Phillips  "66"  Products 


Yanceyville,  North  Carolina 
Phone  Owen  4-3502 
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BAYNES  STORE 


Route  3 


General  Merchandise 
Texaco  Products 
Star  Brand  Shoes 

Burl  ington 

North  Carolina 


A.  S.  PUGH 


Roofing  -  Sheet  -  Metal 

Commercial  -  Residential  -  Industrial 

New  Roofs  Gutter  &  Downspout  Work 

Roof  Repairing  Roof  Painting  Built-up  Roofing 

Free  Estimates 

Call  SW2-1422 
or 

Providence,  North  Carolina,  388-2273  or  SW-25899 
404  North  Main  Danville,  Virginia 
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ROYAL  HOSIERY  MILLS 
OUTLET 


Yanceyville,  North  Carolina 
Phone  OW4-2  101  4-2111 


Compliments  of 


Allen’s  Grocery 
&  Service  Center 


Playland 


Mebane 


North  Carolina 


Semora,  North  Carol ina 
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The  Fashion  Stores 


Downtown  And  Riverside  Center 
Danville,  Virginia 


Two  Stores  to  Serve  You 


Downtown  and  Nor-Dan 
Danville,  Virginia 


Yanceyville 
Drug  Co.,  Inc. 

Two  Registered  Pharmacists  on  Duty 
Yanceyville,  North  Carolina 
T.  P.  Davis  -  T.  J.  Ham 


Green’s 

Fuel  Gas  Company 
of  Yanceyville 

Home  Heating,  Cooking,  Water  Heating 
And  Tobacco  Curing 

LP  Gas  Delivery  Service 
Day  or  Night 

Yanceyville,  North  Carolina 
OW-4-4666 
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O.  B.  Wellington 
&  Son 


Flour,  Feeds,  Groceries 
Gulf  Gas,  and  Oi I 
Phone  OW  4-2131 
Yanceyville,  North  Carolina 


Miles-O-Suds 

Coin-Op  Laundry 

Open  For  Your  Service  24  Hours  A  Day 
Mi  I  ton ,  N,  C, 

Julia  O.  Miles  -  Owner 


The  Caswell 
Messenger 


Established  1926 


Ervin  Stephens  -  Publisher 
Yanceyville,  North  Carolina 


Watlington’s 

Clothing  -  Shoes  -  Dry  Goods 
Hardware  And  Paints 
Sporting  Goods 
"On  the  Square" 

Phone  Owen  4-3701 
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Yancey  vi  I  le 


North  Carolina 


McLeod  Oil  Company 


Compliments  of 
W.B,  "PETE"  DABBS 


Wholesale  Distributor 
Atlantic  Petroleum  Products 
Dial  563-3172 

Mebane  North  Carolina 


Yanceyville,  North  Carolina 


Carroll 

Insurance  Agency 


J.  R.  Vinson 


Real  Estate  —  Auction  Service 
NATIONWIDE  INSURANCE 


Grocery 

Route  ^3 


Life  ,  Fire ,  Hea Ith ,  Accident,  Jai  I  ,and  Auto 
Gene  Carrol  I ,  Agent,  Yancey  vi  I  le ,  N  .C  . 

Friendly  Personal  Service 
P.O.  Box  337  Phone — OW4-4700 


Burl  ington  ,  N  .  C  . 


/N  peO*' 


ATION  WIDE 

MUTUAL  FIRE  INSURANCE  COMPANY 

HOME  OFFICE  •  COLUMBUS,  OHIO 

formerly:  FARM  lUREAU  INSURANCE 
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Comp  I  iments  of 

Bottled  Gas  Company 
of  Danville 

Danville,  Virginia 


Yanceyville 
Auto  Sales,  Inc. 

Plymouth - Valiant 

Sales  and  Service 
Phone  OW4-293 1 

Body  Shop  -  Phone  -  Owen  4-2660 
Yanceyville,  North  Carolina 


Carolina  Rexall  Drugs 

North  Carolina's  Leading  Rexall  Drug  Store 

Rendering  a  broader  health  service 
to  Alamance, 

Orange,  and  Caswell  Counties  for 
thirty-three,  years. 

Dial  563-600  Mebane,  North  Carolina 


Gunn  Appliance 
and  Furniture  Co. 

Furniture  -  The  Better  Kind 
General  Electric  Appliances 
Phone  Owen  4-2354 
Yanceyville,  North  Carolina 
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Compliments  of 


Compliments  of 


DANVILLE  OFFICE 
&  SUPPLY  CO. 

Danville  Virginia 


REI DSVILLE  AMUSEMENT  CO. 


Reidsvi  lie 


North  Carolina 


OAKLEY  SERVICE  STATION 


Clyde  Oakley  Owner 

Route  1  Yanceyville 


Compl iments  of 


RELIABLE  FURNITURE  CO. 


North  Carolina 


Mebane 


North  Carolina 


Compliments  of 


Carolina 

Tobacco  Warehouse 


Burlington 


North  Carolina 


Planters  Warehouse 
No.  1  &  2 

Durham ,  N  .  C  . 

Warehouse  Located  on  Raleigh  Highway  70 
Owners: 

Maynard  Talley  Bob  Dale 

Sam  Mangum 

We  will  give  you  our  Best  Service 
A  SALE  EVERY  DAY 
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Compliment's  of 


Compliments  of 


Johnston 

Oil  Company 

West  Webb  Avenue 
Burlington,  North  Carolina 


The  Remnant  Shop 

Cum-Park  Plaza 
Burlington,  North  Carolina 


Compliments  of 


Hooper’s  Store 

Route  2 

Yanceyville,  North  Carolina 


Sell  your  tobacco  at 

Farmers  Warehouse 

Mebane,  North  Carolina 
For  the  most  money 
For  courteous  and  efficient  service 
Owners  and  Operators 
Joe  W.  Dillard  and  Jule  Allen 
For  floor  space  Dial  LO  3-196 
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Call  us  for  all  your  plumbing  needs. 


We  install  septic  tanks  and  drain  fields 
Pump  Septic  Tanks 
Ditch  diqqinq  -  Water  Lines 
from  2"  to  8" 

FHA  approved  -  36  months  to  pay. 
No  Down  Payment 

Jim  Millner 
Plumbing  Co. 

Providence,  North  Carolina 
Office  Phone  -  Evergreen  8-2215 


Compliments  of 

Hooper  and  Moore 
Clothing  Store 

Re  ids  vi  lie.  North  Carolina 


Compliments  of 


I  I 

Jwou  cf  WtAioH 


Compliments  of 
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Compliments  of 

PETE'S  BAIT  RANCH 

SCHOOLFIELD  BANK 

AND  TRUST  COMPANY 

Worms,  Minnows,  &  Crickets 

1017  West  Main  Street 

Danville,  Virginia 

4%  paid  on  savings 

Phone  Rox.  599-3890 

Leasburg  North  Carolina 

FLEETWOOD  GROCERY 

McSHERRY  GROCERY 

Jack  Brann  and  Bob  Fleetwood 

Semora  North  Carolina 

Semora  North  Carolina 

Compliments  of 

BELK-STEVEN'S  COMPANY 

THAXTON  GROCERY 

Prospect  Hill  North  Carolina 

Reidsville,  North  Carolina 

W.D.  PLEASANT  &  COMPANY 

William  &  John  Pleasant 

REI DSVILLE  LAUNDRY  CO.,  INC 

General  Merchandise 

Sanitone  Dry  Cleaning 

Phone  349-7044 

Purley  North  Carolina 

OWen  4-2726 

Since  1922 

D.  M.  Kepley 
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MILLNER'S  BEAUTY  SHOP 

THE  VILLAGE  STORE 

Providence  Phone  388-2236 

For  the  best  in  hair  care ,  permanent  waving, 
cutting  and  styling,  also  hair  coloring 
and  conditioning  treatments. 

107  Clay  St.  Mebane,  North  Carolina 

Merchandise  for  entire  family 

Phone  3-4804 

Groceries  -  Hardware 

Insecticides  -  Gas 

Sell  your  tobacco  at 

ROBERT  TALLEY'S 

SELF  SERVICE 

NEW  PIEDMONT  WAREHOUSE 

Phone  LO  2-2516 

Rt .  1 ,  Hi-way  86 

Prospect  Hill,  North  Carolina 

Mebane,  North  Carolina 

Bus.  Phone  LO3-1013 

Res.  Phone  LO  3-1458 

W.J.  "BILL  NEWMAN 

BRADLEY  INSURANCE  AGENCY 

INSURANCE  AGENCY 

Fire  -  Casualty  -  Life  &  Group  Ins. 
Information  Without  Obligation 

Phone  -  599-4787 

Leasburg,  North  Carolina 

Lewis  Bradley  &  Lawrence  Jeffreys 

134  Clay  St.  Mebane,  North  Carolina 

Roxboro,  North  Carolina 

SOUTHERN  DEPARTMENT  STORE 

Formerly  Johnson 's 

Ballou  Park  Shopping  Center 

HARRY  E.  BRAY 
INSURANCE  AGENCY  INC. 

Phone  792-8111  or  792-8112 

Providence,  North  Carolina 

Danville,  Virginia 
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TERRELL  AMOCO  SERVICE 


Compliments  of 


Ph 


one 


American  Oil  Products 
Handiest  Corner  In  Town 

OW  4-3073 


S.S.  KRESGE 


Dan  vi  I  le 


Vi  rgin ia 


Compliments  of 


SCHEWEL'S  FURNITURE  COMPANY 


PALMER'S  MEAT  MARKET 


Your  Furniture  Headquarters 


Danvi  I  le 


Virginia 


Danvi  lie 


Virginia 


COOK'S  SERVICE  STATION 


Auto  Accessories 
Pure  Products 
Full  Line  of  Groceries 
Phone  OW  4-3073 

Leasburg,  North  Carolina 


NICK'S  SELF-SERVICE 


Star  Route  Yanceyville,  N.C. 

Groceries  —  Feed 
Gas  and  Oi  I 


Phone 


OW  4-2025 


ELAINE'S  BEAUTY  SHOP 


The  Smartest  Thing 
You  Wear  is  Your  Hair 


DUNCAN'S  ELECTRONIC'S 


Zenith  T.V.  Sales  and  Service 
Phone  OWen  4-3543 


For  an  Appointment  Call 
OWen  4-2807 


Weldon  H.  Duncan 

Yanceyville  North  Carolina 


131 


ABERNATHY  HARDWARE  CO. 


130  W.  Clay  St.  Mebane,  N.C. 

Phone- Locust  3-6353 

Dutch  Boy  Paints 
Hunting  License  Headquarters 

Bill  Abernathy,  Owner 


LINK  BROTHERS'  PHARMACY 


3  Registered  Pharmacists 
Reidsville  North  Carolina 


SKITCOTILE 
&  MARBLE  COMPANY 

Commercial  —  Residential 
Ceramic  —  Broken  Tile 
Free  Estimates 

Phone  —  Business  —  234-7576 
Residence  —  234-7212 
P.O.  Box  16  Milton,  N.C. 


INSURANCE  &  REALTY 
AGENCY,  INC. 

R.  A .  Wi  Ikinson 
Curtis  Clark,  Jr. 

Complete  Insurance  Service 

1  1 8  W .  C lay  St .  Mebane ,  N.C. 


BRANDON  SERVICE  STATION 


Gas  —  Oil  —  Tires  —  Tubes 
Sandwiches  of  All  Kinds 
Fishing  Equipment 


Phone 
Mi  I  ton 


234-9291 
North  Carolina 


SHORT  SUGARS 

No .  1  and  2 

Congratulations,  Seniors 
Reidsville  North  Carolina 


N.  L.  OLIVER 


General  Merchandise 
Seed  —  Feed  —  Fertilizer 


Compliments  of 

MACES  JEWELRY 


Route 


h 


Reidsvi  I  le 


Yancey  vi  I  le 


North  Carolina 


North  Carolina 
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WEBSTER'S  SERVICE  STATION 

MOTOR  SERVICE  INC. 

Auto  Accessories 

Pure  Products 

Full  Line  of  Groceries 

"Your  NAPA  Jobber" 

Machine  Shop  Service 

Old  Danville  Highway 
Yanceyville,  North  Carolina 

Leasburg  North  Carolina 

J.  W.  Webster  Proprietor 

Phone  OWen  4-2862 

Parts  for  Cars,  Trucks,  and  Tractors 
Rebui  It  Motors 

Compl  iments  of 

Compl  iments  of 

CASWELL  FURNITURE  COMPANY 

RED  AND  WHITE  SUPERMARKET 

Owen  4-42 1 3 

Yanceyville,  North  Carolina 
Owen  4-2632 

Luther - Dot 

Compl  iments  of 

POTEATS  SERVICE  STATION 

THE  CASWELL  CLEANERS 

Esso  Products 

Highway  158 

Yanceyville,  North  Carolina 

Phone— OWen  4-3095 

All  Modern  Equipment 

Goodyear  Car  &  Tractor  Tires 

WHITE  ROCK  SERVICE  STATION 

CASWELL  TIRE  SERVICE,  INC. 

D  .  Gates,  Prop  . 

Phone— Logan  2-2294 

General  Merchandise 

Yanceyville,  North  Carolina 

Prospect  Hill,  North  Carolina 
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WATSON  ELECTRICAL 
CONSTRUCTION  CO. 

When  in  Burlington  get  your  haircut  at 

106  Stokes  St.  Burlington,  N.C. 

Yours  Electrically  Phone  226-4441 

Certified  Electric  Heating  Contractors 
Service  To  All  Electrical 

Instal  lotions 

CASTLE'S  BARBER  SHOP 

Corner  of  South  Main  and  Morehead 

Compl iments  of 

The  Finest  Formal  Wear  Rental 
Service  &  Sales 

LYNCH  OIL  CO. 

T.  N.  BOONE  TAILORS 

1609  W.  Webb  Ave  . 

Burlington,  N.C.  27217 

Uptown 

Burlington,  North  Carolina 

GLEN  RAVEN  FABRIC  SHOP 

Compl  iments  of 

Burlington  &  Elon  Highway 

Box  144  Phone  584-7781 

LOWE  FUNERAL  HOME 

We  make  draperies,  swags  and  cornices 

Burlington,  North  Carolina 

Dress  &  Decorative  Fabrics 

WALKER  &  HOOPER 

CARL  L.  POTTER  GROCERY 

Feeds  -  Seeds  -  Fertilizers 

AND  GARAGE 

321  Fonville  Street 

Burlington,  N.C. 

Phone  CAnal  6-5963 

Blanche  North  Carolina 

Telephone  OWen  4-4321 
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Telephone  OWen  4-4321 


Compl  iments  of 

W  &  W  GROCERY 

HICKS  INSURANCE  AGENCY 

Fresh  Meats  -  Fancy  Produce 

Sea  Foods  -  Groceries 

P .  O  .  Box  246 

Yanceyville,  North  Carolina 

Phone  Owen  4-2342 
Yanceyville,  North  Carolina 

Compl  iments  of 

TASTEE  FREEZ 

Joe  Reynolds,  Operator 

RICHARDSON'S  BARBER  SHOP 

Ice  Cream  Hamburgers 

Sundaes  Fish  Sandwiches 

Yanceyville,  North  Carolina 

Hot  Dogs  Steak  Sandwiches 

Open  Until  10:00  P.M. 
Yanceyville,  North  Carolina 

c  ,  f  ft 

MILDRED'S  BEAUTY  SHOP 

Yanceyville,  North  Carolina 

LEASBURG  SERVICE  STATION 

Two  operators  at  your  service. 

Gulf  Products 

Leasburg,  North  Carolina 

Mi Idred  1 .  Atwater 

Owen  4-4138 

ALVIS  BRIGGS' 

GUNN  TRACTOR 

Service  Station  &  Snack  Bar 

AND  EQUIPMENT  COMPANY 

P.  O.  Box  87 

Yanceyville,  North  Carolina 

Yanceyville,  North  Carolina 

Owen  4-4182 

Owen  4-291  1 
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BOOTH— WHITE 
SPORT  SHOP,  INC. 


MELVILLE  CHEVROLET  CO.,  INC. 


"Your  Chevrolet  Dealer  32  Years" 


304  Mai n  Street 


Mebane,  N.  C.  Dial  563-9851 


Phone  SW  2-8036  Danville,  Va. 


Sales 


Service 


MAIN  &  HOLBROOK  ESSO 


Main  &  Holbrook 
J.  M.  Wells 


Danvil  le,  Va  . 
Phone:  SW  2-7444 


DENNY  SUNOCO  STATION 


Tires,  Batteries,  Accessories 
Kero  &  Fuel  Oil  for  Home  Heating 
and  Tobacco  Curing 

Phone  OW  4-3972 
Yanceyville,  North  Carolina 


SAVE! 

on  car,  home 
&  sport  needs 
at  the 

family  store! 


THE  FAMILY  STORE 


Oscar  D .  Carlton 
Yanceyviile,  North  Carolina 


Compl  iments  of 


CAT  AND  FIDDLE  SUPERMARKET 


Danvi  I  le 


Virginia 


Compl  iments  of 


J.  D.  FOSTER 
Insurance  Agency 


WEBSTER'S  SERVICE  STATION 

Pure  Products 
Full  Line  of  Groceries 


Star  Route  Yanceyville,  N.C. 

Highway  86 

L.  G.  Webster  Owner 
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Conclusion 
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Let  us  live  our  lives  here  in  a  worthy  way;  let  us  perse¬ 
vere  with  diligence,  full  of  the  sp.irit  of  wisdom,  firm  in  the 
assurance  of  those  blessings  which  will  be  ours  if  effort  is 
directed  with  sincerity  of  purpose.  Let  us  look  toward  great¬ 
er  and  broader  horizons  of  learning,  for  only  the  celestial 
scope  itself  can  compare  with  the  vistas  of  knowledge.  And 
let  us  never  forget  the  debt  that  we  owe  here  and  the  im¬ 
measurable  bounty  that  has  been  ours. 


OUR  SCHOOL  . 
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PRODUCING  TOMORROW’S  LEADERS 
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Ounn  Memorial  Public  Library 

Yanceyville,  N.  C  27379 


